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Unsolicited compliments 
make interesting reading, 
particularly when they are 
as sincere and enthusiastic 
as these we’ve received. 


HERE ARE A FEW EXAMPLES: 


“Received the Technical Manual and want to express my 
appreciation of the biggest two dollars worth of technical 
information I ever received.” E. S., CINCINNATI, OHIO 


“The best buy of the year!” R.E.P., GREAT FALLS, MONTANA 
“Must be within reach on the bench.” _L.C. DAVIs, BEREA, KY. 
“Can't get by one day without referring to it.” 
S.E. & R.S., DULUTH, MINN. 
“This Manual is the best yet—something all servicemen 
can use.” H.J.M., ALBANY, N.Y. 
“Exceptionally complete in both information and data.” 
L.E. R., PITTSBURGH, PA. 
“Certainly great stuff. Keep up the good work.” 
H.E.C., SUNDANCE, WYOMING 


“Must say that it has exceeded my expectations .. . just what 
| mwas looking for’ R. V.0., STAMFORD, CONN, 


The new MYE TECHNICAL MANUAL—2000 copies 
of it—has found a patriotic service, too... in radio train- 
ing centers of the Army, Navy, and Marine Corps. This 
108-page book, handsomely bound in hard cloth covers, 
beautifully printed, is full of practical information—as 
useful as a voltmeter, and just as indispensable! Since the 
supply of Manuals for civilian use is limited, we suggest 
that you order your copy today from your Mallory Distributor. 


- P. R. MALLORY & CO., Inc., INDIANAPOLIS, INDIANA 
t Cable—PELMALLO 
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You can begin cashing in on your interest in 
Radio QUICK—IF YOU ACT NOW! The Radio 
repair business, a busy field because no new 
home and auto Radios are being made, offers 
more opportunities than ever to make $30, $40, 
$50 a week in full time jobs, or $5, $10 extra a 
week if you hold your present job and fix Radios 
in spare time. Practically all branches of Radio 
need Technicians or Operators or both. Radio 
training can win extra rank and pay in Army, 
Navy. Find out how I train you at home in spare 
time to be a Radio Technician or Operator. MAIL 
THE COUPON BELOW—NOW! 


J. E. SMITH, President 
NATIONAL RADIO INSTITUTE 
Established 28 Years 

He has directed the training of more 
men for the Radio industry than anyone 
else. He has helped men already in Radio 
get ahead, and has helped beginners get 
their start in Radio and win success as 
Technicians and Operators. 


Make Me Prove | Can Train You at Home 
to Be a RADIO TECHNICIAN or OPERATOR 


Whether you're a beginner, or already in Radio—whether loscopes: Electronic Controls, ete., are just a FEW of 
you want your own Radio business or a good Radio job the subjects you'll cover before you finish my Course! 

mail the Coupon for a FREE Lesson trom my Radio ; ; eo 
Course Il want you to see for yourself how clear my Beginners Quickly Learn to Make Si { 
Course is—see how it’s planned to help you be a Radio 5. er 4 ween Extra in Spare Time — EXTRA PAY IN ARMY, 5==* 
Technician or Operator And with this sample lesson Many N.R. students make $0, S10 a week extra . = “>! 
I'll send my 64-page illustrated book, RICH REWARDS money fixing Radios in spare time while still learning. ‘Sa NAVY, TOO uo § 

EXTRA MONEY JOB SHEETS that tell how to ~ ar 


IN RADIO. It describes the many fascinating jobs Radio I send d 
do it. Many N.R.I, graduates start their own full time 


Radio businesses Others take interesting jobs with Men likely to go into military service, soldiers, 


offers; explains my unique training method 


My metho as helpe ii en 3 -ady ts : > ¢ ; 
me 7 , i, - imo — ae ne Broadcasting Stations. Radio Manufacturers, rushing to sailors, marines, should mail the coupon now! 
writes: ‘‘I started Radio in the Marines. Later, I took Rage 2 ee Se ee oe ae lg Learning Radio helps men get extra rank, extra 
ee h ourse. Ba | nn hel a owe pate with the U. S. Government. Aviation, Police, Camener- prestige, more interesting duties, MUCH HIGHER 

} aining as helpe reds of beg é . ahi oe . . 
aii og sete _— a oe eae ible ay cial tad ana Ang Mes ry soy need trained PAY. Also prepares for good Radio jobs after serv- 
Fall River, Mass., writes: “‘I was working in a garage hg BR OR, Fy RR: : oo ee ge ice ends. Ilundreds of service men now enrolled. 
 samed —_ ge 2 an A. ee after the war! I give you the Radio knowledge required 
Manag ‘ stores PRE ook contains more * rene fabs 
than 100 letters like these from men I trained, They for these 3 e . 
SHOW that N.R.I. gives real help! My Course is Thorough and Practical 

Throughout vi ur tra nin st tafft and renources of Find Out How N.R.1I. Can Help YOU 
i iciz ry the world’s largest ome study institution devoted en- 
wy, ane Rede Bn gag oy at tirely to training men for Radio will be squarely behind MAIL THE COUPON—I'll send you the FREE les- 
ome Make $30, $40, $ a Wee you. N.R.I. has stuck to the one job of teaching Radio — son and my 64-page illustrated book, RICH REWARDS 

The up-to-the-minute Radio Technician, must have for 28 Yeats. My entire staf! of more than 100 people IN RADIO. No obligation. You'll see what Radio of- 
BOTH theoretical knowledge and a practical under de — - ony oe be ot eed 7 fers YOU. And you'll have my FREE Lesson to keep 
Standing of how apply Radio principles. I give you forts have mac e Lourme 80 . 1 hundreds No salesman will call. Just MAIL THE COUVON Now! 
thorough training in Radio Theory... show you how to Of pictures, sparta. —~ ————— ge an ee ee wen" E. SMITH, President, National Radio Institute 
use your knowledge. N.R.1. trains you “from the ground special teaching methods designed especially for home t. 3 j ' 
up” covers fundamentals th a Radio Terms, training—that we believe you will be ‘old friends’ with Dept. 3AR, Washinaton, D. C. 
Symbols, Diagrams: Receiver Troubles, Servicing; Tele- Radio almost before you know it 
vision: FM Receivers, Transmitters: Cathode Ray Oscil- TRAINING MEN FOR VITAL RADIO JOBS 


GOOD FOR BOTH 


J. E. SMITH, President, Dept. 3AR, 
National Radio Institute, 
Washington, D. C. 
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E have had occasion during past 

months to discuss the problem 
of training with many men and women 
who are attempting to find their place 
in the radio field where they can be of 
greater service to this country in win- 
ning the war. Without exception, 
they have complained bitterly that 
the groundwork given in their classes 
was inadequate and that instead of 
receiving complete and informative 
material, that there had been an at- 
tempt on the part of instructors in 
general to touch only upon the high 
spots. 

It is true that all of us must func- 
tion at a pace far beyond our normal 
way of daily activity, and in our haste 
to accomplish the “impossible” in short 
periods of time, we must stop now and 
then to take stock of our accomplish- 
ments and to analyze our own par- 
ticular situations before plunging 
head-long into further activities which 
we might not be fully equipped to 
handle. 

The average student feels that in 
the case of radio instruction, he is be- 
ing pushed way beyond his ability to 
learn, and that upon completion of 
one of the so called “short-cut” 
courses, he has become a mechanical 
and electrical robot, grilled and di- 
rected along a narrow and specific 
course on radio fundamentals and the- 
ory, and in most cases has but a vague 
knowledge of radio practice when he 
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emerges from the classroom upon com- 
pletion of his course. 

There is no short cut to learning, 
particularly in radio. One must be- 
come skilled in the art by applying the 
senses of “sight” and “smell” before 
he may become qualified to handle 
mechanical and electrical topics in- 
telligently. 

It has been stated, and wisely, that 
a good engineer uses 90°% common 
sense and 10% basic knowledge. We 
have talked to many a radio man of 
late who has just completed what he 
thought would be a complete course 
in radio and has found that his total 
time spent in the classroom was not 

(Continued on page 70) 
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It wasn't so very long ago that they might have gotten their signals 
from a canny quarterback or the traffic light on the corner. Today, 
the long, lean fingers of thousands of Americans are tapping out 
messages in the Signal Corps—the first line at the front line. 
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Serving with the Signal Corps on all battle- 


fronts, as well as in training schools, are 


telegraph keys produced by American Radio 
Hardware. Model J-38 is illustrated ... other 
models, and there are many, 
include the J-37, J-44, J-45. 
Each one is utilized by both 
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tohammer home a 999@a 
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DIM-E-ROID polarized, adjustable panel lamps for 
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METHODS OF MEASURING 


by RUFUS P. TURNER 


Consulting Engineer, RADIO NEWS 


Instructors in military training classes will 


find this analysis of great value for teaching 


various methods for frequency measurements. 


Fig. 1. A home-built wavemeter should be checked against a calibrated 
instrument such as this Aerovox L-C Checker. a popular service item. 


THERMO- 
MILLIAMMETER 


CRYSTAL SIMPLE 
DETECTOR V.T.V.M. 


TO ANT. TERMINAL 


T is not the purpose of this article 

to review the interesting history 

of radio frequency measure- 
ments. However, in order to stress 
the background and importance of the 
subject, the following introductory re. 
marks are apropos. . 

The measurement of radio frequen- 
cies dates back to the invention of 
tuning and is one of the basic r.f. tests. 
Analysis of circuit operation and the 
design of every radio system depends 
upon ability to determine the abso- 
lute value of r.f. alternations. 

The task of concocting new and 
keener tools for frequency measure- 
ment has occupied some of radio's 
most gifted minds. And to recapitu- 
late the growth of the frequency- 
measuring art would be to retrace the 
advancement of radio itself. 

From humble beginnings with crude 
wavemeters, the art has advanced to 
the point of permitting present-day 
radio frequency measurements to be 
made with an accuracy of 0.00001 per- 
cent or better. This is one of the most 
accurate of all measurements in the 
scientific world. 

For the benefit of radio and elec- 
tronic workers, we will describe in 
this article the instruments now avail- 
able for radio frequency measure- 
ments, methods of operating them, and 
the accuracy obtainable with each. 


Absorption Wavemeter 

The absorption wavemeter, known 
also as the absorption frequency me- 
ter, derives its name from the fact 
that it absorbs a certain amount of 
energy from the circuit to which it is 
coupled. This instrument identifies 
an unknown frequency by reference 
to its own inductance and capaci- 
tance values. Thus, it may be cali- 
brated over the entire range of the 
variable element, or the frequency 
may be calculated from the wave- 
meter L-C settings at resonance with 
the signal. 

The absorption wavemeter is the 
simplest possible device for determin- 
ing radio frequency values. It con- 
sists, as is well known, merely of a 
coil and variable condenser connected 
in series, although it may also include 
some form of indicating device such 
as a flashlamp, thermal meter, or Yra- 
dio detector. The Bureau of Stand- 
ards booklet Radio Instruments and 
Measurements refers to the absorption 
wavemeter as “the fundamental radio 
instrument.” 

In spite of its extreme simplicity of 
construction and operation, the wave- 
meter remains a highly useful device. 
It has retained a particular place 
among frequency-measuring ~ gear, 
though more precise instruments oC- 
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ADIO FREQUENCIES... 


cupy the other places. Certain ap- 
plications, even in present-day radio 
and electronics, require the wave- 
meter either exclusively or for the 
first indication. 

Figure 2 shows wavemeter circuits 
which cover most requirements and 
usages. The basic circuit is shown in 
A. Here, as in the other examples, 
the LC circuit may be adjusted to the 
frequency of the unknown signal, the 
point of exact adjustment being indi- 
cated by any of the several methods 
to be described presently. The coil 
is made plug-in in each case, in order 
that the frequency range of the in- 
strument, with a single tuning con- 
denser, may be extended over as much 
of the entire r.f. spectrum as desired. 
The dial of the tuning condenser may 
be marked off directly in kilocycles or 
megacycles. 

Various means are employed in 
practice to indicate resonance with 
the unknown signal: When circuit A 
is used for checking a transmitter, the 
wavemeter coil is coupled to the trans- 
mitter tank (the actual separation be- 
tween the two being the greatest pos- 
sible for a reasonable indication) and 
the wavemeter tuned until a sharp 
deflection of the plate milliameter in 
the transmitter stage indicates reso- 
nance with the wavemeter. At this 
point, the unknown frequency is read 
directly from the wavemeter dial or 
obtained from a curve showing fre- 
quency vs. dial readings. Accuracy 
of the indication is increased by mak- 
ing the coupling between wavemeter 
and tank coils as loose as practicable. 

Other methods of indication are 
likewise employed: Circuits B, C, D, 
and E may also be employed for trans- 
mitter frequency checking. These cir- 
cuits differ from the one previously 
described in that they each embody 
some form of self-contained indica- 
tor, making it unnecessary to observe 
the meter in the transmitter. B em- 
ploys a low-voltage flash-lamp which 
glows at maximum brilliance in indi- 
cation of resonance. C has a series 
thermomilliammeter which _ shows 
maximum deflection at resonance, and 
E employs a vacuum-tube voltmeter 
to give the same type of indication. 

Circuit D employs a crystal detector 
with headphones, and consequently 
may be used only in connection with 
modulated signals. Instead of a crys- 
tal, some wavemeters of this type now 
in operation employ a diode tube. 

The sensitivity of circuits C, D, and 
E is considerably greater than that of 
A and B, hence much looser coupling 
must be employed with the former. If 
the meter-type indicators employed in 
C and E are sufficiently sensitive (1 
to 5 milliamperes in C; 1 volt or less 
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Fig. 3. 


A 100-1000 ke. crystal is the heart of this Millen Frequency 


Standard. Harmonics are used for spotting and other frequency checks. 


in E—all full-scale values), it is very 
likely that the wavemeter must be 
operated several feet away from the 
transmitter. This is true even for 
low-powered rigs. Circuit D may be 
operated many feet from the trans- 
mitter, and should so be operated at 
all times in order to prevent burn-out 
of the detector. 

A signal being picked up from the 
air by a receiver may be measured 
with an absorption wavemeter. Any 
of the circuits in Figure 2 would suf- 


fice; however, best results are obtain- 
able with A and F, since the indicat- 
ing devices in the other arrangements 
are unnecessary, will not function, and 
may interfere somewhat with the 
measurement. 

Wavemeter A is coupled to the re- 
ceiver by placing its coil near the an- 
tenna input coil in the receiver. The 
wavemeter is then slowly tuned until 
a point is reached where the received 
signal is sharply attenuated or elimi- 
nated altogether. At this point, the 


Fig. 4. Circuit of a typical monitor (heterodyne detector) unit. 
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wavemeter is in resonance with the 
received — signal. Passing rapidly 
through this point with the wavemeter 
results in a pronounced “plop” which 
is used by some operators as an indi- 
cation of resonance as they rock the 
wavemeter dial back and _ forth. 
Sharpness of the indication may be 
improved considerably by loosening 
the coupling between wavemeter and 
receiver as much as allowable. 

This system gives best results with 
regenerative receivers, and is appli- 
cable then only when the receiver coils 
are unshielded and accessible. For 
tuned r.f., superhet, and other systems 
employing shielded coils, intermediate 
frequencies, and the like, arrangement 
F is recommended. Here, the wave- 
meter is inserted as a calibrated wave 
trap between the antenna and re- 
ceiver, being coupled through a 1- to 
3-turn coil, Lx. The wavemeter is 
tuned to eliminate (or reduce) the 
signal, the frequency of which may 
then be obtained from the wavemeter 
calibration. If the indication is broad, 
covering several divisions on the wave- 
meter dial, coupling may be reduced 
by increasing the spacing between Lx 
and the wavemeter coil, by reducing 
the turns in Lx, or by a combination 
of both. 


Calibration of Absorption 
Wavcemeter 
Wavemeters may be calibrated from 
an accurately-calibrated oscillator or 
similar frequency standard by cou- 


Construction of a secondary standard requires great skill. 


pling the wavemeter to the frequency 
source and tuning it to resonance suc- 
cessively to various frequencies pro- 
duced by the oscillator. As many 
checking points are employed as may 
be used without excessive “crowding” 
on the wavemeter dial. Loose cou- 
pling between meter and oscillator is 
essential. 

Circuit B will require a calibrated 
signal of good power if the lamp is 
used for resonance indications. C and 


Figure 6. 
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E will require somewhat less power, 
while a modulated calibration signal 
(such as delivered by a service test 
oscillator or laboratory signal genera- 
tor) must be used for circuit D. 
Circuit A is best calibrated by cou- 
pling into a regenerative receiver in 
the manner previously explained (the 
calibrating signals being fed into the 
receiver, and the wavemeter adjusted 


successively to these) or by coupling 
to a calibrating oscillator provided 
with a grid-dip meter (d.c. milliam- 


meter in the oscillator grid circuit). 
The latter makes a very sensitive in- 
dicator, the meter taking a sharp dip 
as the wavemeter is tuned to the os- 
cillator frequency. 

A special adaptation of the grid-dip 
oscillator is the Aerovoxs L-C Checker 
which is owned by a number of radio 
and electronics workers. Absorption 
wavemeters may be calibrated di- 
rectly with this instrument, as shown 
in Figure 1. The coupling ring is 
slipped over one end of the wavemeter 
coil or held close to it, the direct-read- 
ing Checker dial is set at a frequency 
point, and the wavemeter tuned until 
a sharp opening of the magic-eye in- 
dicator shows resonance with the fre- 
quency. A large number of checking 
points may be obtained within the wide 
Checker range of 60 ke. to 27 mce., and 
all of these points may be read di- 
rectly on the Checker frequency dial. 

Commercially-built wavemeters 
may now be obtained with a calibra- 
tion accuracy of 0.25’. or _ better. 
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Fig. 7. Primary G-R Standard. 


These instruments are ruggedly con- 
structed and are provided with ver- 
nier dials which are direct-reading in 
most cases and are designed to reduce 
errors of reading due to parallax and 
similar causes. 

The loosely - coupled absorption 
wavemeter responds in general to fun- 
damental frequencies only. This is a 
distinct advantage of the instrument. 
However, when sensitive  self-con- 
tained indicators (such as shown in 
Figure 2, C-D-E) are employed, less 
vigorous, but definite, response is apt 
to occur also at harmonic frequencies, 
particularly when coupling approaches 
tightness. 


Calibrated Monitor (Meterodyne 
Detector) 

Improved accuracy of reading plus 
ability to reset the frequency-measur- 
ing instrument with precision may be 
obtained through use of the hetero- 
dyne method. The simplest instru- 
ment employing this beat-note system 
is the heterodyne detector—known 
also by the term calibrated monitor. 

Basically, the monitor is a simple 
radio receiver. It is regenerative in 
type and is usually entirely self-con- 
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Fig. 8. Frequency-Deviation meter for transmitter shift indication. 


tained. Its single tuning dial may be 
calibrated and made direct-reading in 
frequencies, thereby enabling rapid 
identification of unknown signals. The 
signal is tuned in carefully, and its fre- 
quency noted from the dial reading at 
exact zero beat. 

The device used to indicate zero beat 


Fig. 9. Secondary Standard layouts. 
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in the monitor (headphones, output 
voltmeter, or magic eye) will by its 
own sensitivity determine the amount, 
if any, of audio amplification to be em- 
ployed after the detector stage. At 
the same time, the frequency accu- 
racy of the instrument depends largely 
upon the type of beat indicator em- 
ployed. A sensitive output voltmeter 
or magic-eye indicator will permit 
closer setting to zero beat than will 
headphones. 

The monitor calibration may be re- 
ferred periodically to standard-fre- 
quency signals, or a_ self-calibrator 
(generally in the form of a low-fre- 
quency crystal oscillator) may be 
made an integral part of the instru- 
ment for checking one or more dial 
points. 

The circuit of a typical monitor 
(heterodyne detector) unit is shown in 
Figure 4. The arrangement consists 
of an Armstrong tuned grid type re- 
generative detector inductively-cou- 
pled to the input terminals. Regen- 
eration is controlled by means of the 
screen-circuit potentiometer, R, which 
permits the detector to be operated at 
will at any point in the regeneration 

(Continued on page 44) 
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A well-planned layout for an efficient WERS station. 
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Note telephone within easy reach, 


A REPORT ON THE WERS 


by 


LEWIS WINNER 


Presenting the first thorough analysis of the War 


Emergency Radio Service system as it now prevails. 


HEN the Federal Communi- 
cations System issued that 
fateful edict, calling all ama- 
teurs off the air, shortly after Pearl 
Harbor, disappointment was natu- 
rally rife, for the hams felt that cer- 
tainly now they could really serve the 
nation. And they were right, but not 
under the then existing rules and reg- 


ulations. That was quite apparent 
after the relaxation of the first ces- 
sation ruling, when endless _ infrac- 


tions prevailed. Soon, however, after 
the final shutdown order went into ef- 
fect, amateurs heard that some offi- 
cial system with amateur equipment 
and operators might be used, but un- 
der a drastic change in policy. Months 
passed and the rumors’ became 
stronger, until official announcements 
brought the rumor into an actuality, 


with the attendant establishment of 
the War Emergency Radio Service, 
10 


or WERS as 
known today. 

The United States Office of Civilian 
Defense, being fully aware of the re- 
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Graphic presentation of the admin- 
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markable results achieved by radio 
facilities in peace-time, naturally de- 
sired to provide means for their use in 
civilian protection in war-time. Ti 
this end the problem was presented to 
the Federal Communications Commis- 
sion and the Bourd of War Communi- 
On May 28, 1942, after many 
conferences, the War Emergency Ra- 
dio was formed and _ radio 
channels were allocated for its use. 


cations. 


Service 


The problem of explanations, rul- 
ings and orders, which had to be ex- 
pected, prevented the system from 


swinging into high gear immediately, 
or even soon after the order went into 
effect. Several months more thus 
passed, months that teemed with hard 
work, until the system finally began 
to show signs of life. Today the sys- 
tem is quite a healthy youngster, with 
promising indications of it soon be- 
coming quite mature. 
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L. R. Jenkins, radio aide in Cumberland, Md. 
with part of equipment used for WERS net. 


In the Office of Civilian Defense, 
there are nine regional offices, spread 
around the country, through which in- 
formation, instructional data and es- 
sential official details to the State De- 
fense Councils can be routed. To han- 
dle communications, the State Defense 
Council appoints a State Communica- 
tions Officer and usually a State Radio 


Officer. The National Communications 
Officer, through the medium of the 


nine Regional Offices, provides infor- 
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Organization chart of the various com- 
munications officers in order of rank. 


TELEPHONE 
AIDE 


mation, planning guides, and instruc- 
tional material for use by the various 
states and through them to their Lo- 
cal Defense Councils. Although there 
is no authority between the national 
office of the OCD and the State De- 
fense Councils, a high degree of co- 
operative spirit exists at all times. 

The extent of the communications 
facilities in any community is predi- 
cated on its size. The local Commu- 
nications Officer can expect full assist- 
ance from the regional OCD office on 
any problem that may arise. 

In the states, all posts from the 
State Communications Officer down, 
are voluntary. The State Defense 
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Council, of which this officer is a mem- 
ber, is, however, appointed either by 
state legislation or gubernatorial de- 
cree. Each municipality has its own 
local defense council. This is the ad- 
ministrative body on which specialized 
assistants serve. 

The operating group in civilian de- 
fense is known as the Citizens Defense 
Corps. This is the group that carries 
out all the necessary operations in the 
event of an air-raid or in passive de- 
fense, involved in preparing hospitals, 
first aid stations, arranging for black- 
outs, ete. The local defense council 
appoints a commander of this group, 
who has full control of all activities 
of this group in his area. And one of 
those activities is communications. It 
thus becomes his duty to appoint a 
communications officer whose duties 
are to provide all of the basic and 
supplemental kinds of communication 
which are required for civilian defense 
control. 

There are four defense command 
areas in the country. These areas, 
which have been assigned by the mili- 
tary authorities, are further subdi- 
vided into a number of air defense re- 
gions. In each of these regions is an 
information center established by the 
military where information from a 
number of observation posts estab- 
lished through that region, is received. 
For the purpose of warning the 
civilian population, each air defense 
region has been further divided by the 
military into warning areas. For in- 
stance, there might be ten warning 
areas in any one air defense region. 
From the information center, the mili- 
tary authorities issue orders to a point 
called the warning center in each 
warning area. At this point, military 
authority and civilian control 
is invoked. 

The air defense regions have boun- 
daries that are defined by the military. 


ceases, 


E. J. Watkins, T. R. Felts. 
R. Jenkins, W. H. Thompson with UHF gear. 


A. J. Seallata, L. 


From the regional information center 
or filter center there is a direct line 
to the warning center. The telephone 
system has been adopted for this pur- 
pose as a basic medium of communi- 
cations because of its completely 
available facilities. Of course, there 
is no reason why supplementary means 
of communication between warning 
centers and the state cannot be or- 
ganized to hasten the speed in secur- 
ing re-enforcements to an_ incident 
area if necessary. This point will be 
discussed later on. 

Then again, there is also a need for 
the existing communications facilities 
to be supplemented by adequate serv- 
ices between the various defense crews 
and between various fixed points with- 
in any community. Such extensive 
communications facilities are most 
urgently needed in heavily populated 
areas. In others, limited supple- 
mental means will suffice. 

Actually, therefore, local communi- 
cations can be divided into three 
groups ... (1)—communications be- 
tween the control center and the in- 


Typical WERS area setup showing rela- 
tionship between military and civilians. 


LOCAL CONTROL CENTERS 


DISTRICT WARNING CENTER 


CIVILIAN 


CIVILIAN 


REGIONAL INFORMATION 
CENTER 


CIVILIAN 


Col. H. S. Barrett, studying the wired 
radio installation, with designers. 


A portable WERS mobile installation 
used in the Baltimore radio network. 


cident area; (2)—-communications be- 


tween the control center and fixed 
points such as fire stations, police sta- 
tions, hospitals, rescue crew headquar- 
ters, etce.; and (3)—communication 
channels to the warning center from 
the local control center for the pur- 
pose of calling reinforcements in the 


event that the community is unable 


to cope with the situation itself. 
In the smaller communities, mobile 


channels between the control center 
and the incident may be confined to a 


single channel or to several, depend- 
ing upon the size of the community. 


However, in larger communities sev- 


eral circuits may be necessary to 
handle the increased message traffic. 
For instance, one channel might be 
used for fire service, another for medi- 
cal emergencies, ete. Similarly, the 
fixed channels between the control 
center and other fixed points may be 
extended by using one circuit for hos- 
pitals, another to fire stations, etc. 
So that as few channels as possible 
are used to serve an area to avoid con- 
fusion, it is essential that the so-called 
“out” circuit from the control center 
to the warning center be set up with 
the full cooperation of the other com- 
munities in the area. These channels 
are, of course, radio controlled. In 
establishing these channels, the Office 
of Civilian Defense has recommended 
that an entire area be operated under 
one license so that equipment through- 
out the area may be pooled at one 
point should serious emergencies arise. 
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(Fig. A) WERS Operator using walkie- 
talkie. Note special car antenna. 


The rules and regulations of the 
FCC provide for the licensing of in- 
dependent towns. This particular pro- 
cedure, however, makes it impossible 
to transfer either operators or equip- 
ment outside of the boundaries of the 
community. The warning center plan 
with a singular license for one area 
is thus the better of the two. Asa 
matter of fact, it is being used by 
many with greater success than those 
having the individual licenses. 

Applications for authority to oper- 
ate civilian defense stations have to 
be filed in the name of eligible appli- 


cants such as cities, towns or coun- 
ties, and by no other agencies. Inci- 


dentally, the filing of these forms by 
the police departments, civilian de- 
fense councils, and other offices of lo- 
cal government, has been one of the 
causes of the delays in granting li- 
censes. The license applications for 
stations have to be signed by the 
chief executive of the actual applicant 
which may be the mayor, city man- 
ager, etc. 

To cover the operation of all fixed- 
portable, mobile, and portable-mobile 
transmitters, which are to be used in 
a single coordinated communications 
system, a blanket application may be 
submitted. 

There are two classes of radio sta- 
tions in the WERS. They are the 
Civilian Defense and State Guard sta- 
tions which are intended to provide 
distinct and separate communication 
facilities on frequencies above 112,000 
Kilocycles. The State Guard station 


A typical oscillator-modulator for 
WERS radio UHF transmitter 
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licenses are only issued to the officia] 
State Guard or comparable organiza. 
tions. These stations may be useq 
only during emergencies endangering 
life, public safety or important prop. 
erty. Or, this service may be used for 
essential communications directly re. 
lating to State Guard activities in in. 
stances in which other communica- 
tions facilities do not exist or are in. 
adequate. State Guard stations may 
be used to communicate with other 
stations in the WERS or in the emer. 
gency radio service of the police, for- 
estry, marine, fire, etc. 

Stations in the WERS can be oper. 
ated only by a radio operator holding 
a valid WERS operator permit for the 
station to which he is assigned. To 
obtain this, he must fill out a blank, 
citing among other things his citizen- 
ship and his present license. In addi- 


tion, he must swear loyalty to the 
Government. The latter, as well as 
76 
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Circuit diagram of the long 
line oscillator by J. Hunter. 


the technical qualifications of the ap- 
plicant, must be certified to by a Ra- 
dio Aide or, if the application is for 
State Guard stations, the communica- 
tions Officer, who acts on behalf of the 
station licensee. 

One of the most important persons 
in the WERS is the Radio Aide. He 
is the official designated by the sta- 
tion licensee to direct and supervise 
the operation of all the radio stations 
to be covered in the license. He must 
hold a valid operator’s license of any 
class except the restricted radio tele- 
phone operator’s permit. And, of 
course, he must be fully investigated 
as to his loyalty and integrity. 

All stations in the WERS are al- 
lowed to use a maximum, unmodu- 
lated power input of 25 watts to the 
plate circuit of the final amplifier 
stage of an oscillator-amplifier trans- 
mitter or to the plate circuit of an 
oscillator transmitter. 

At the present time, licenses are 
being granted for a period of one year, 
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A fireman at the controls of the 
100 and 200 ke. transmitter unit. 


with the expiration dates of stations 
in areas adjusted to a predetermined 


schedule. 

So that equipment can be main- 
tained, methods of operation per- 
fected, and operating personnel 


trained properly, tests and drill pe- 
riods have been assigned to this sys- 
tem. These periods are on Wednes- 
days and Sundays, during two-hour 
schedules. 

One of the interesting features of 
this service is, that in many instances, 
the equipment used is of the home- 
made or composite type. The fact 
that the required equipment could be 
constructed in this way, eliminating 
the need of specially manufactured 
transmitters or receivers and thus 
avoiding any strain on the production 
facilities of the communications plants 
which are engaged in war work, was 
of material assistance in establishing 
the WERS. 

Thus far, licenses for operation of 


WERS units have been granted to 
many communities or areas in such 
states as Maryland, — Connecticut, 


Ohio, New York and Indiana. And in- 
dications are that by the time this is- 
sue has gone to press, many more will 
have joined the march of the WERS. 


(Fig B) Typical control station unit 
and 2!5 meter receivers used by WERS. 


Probably, two of the most repre- 
sentative types of WERS activities 


are to be found in the state of Mary- 
land and New York City. This is par- 
ticularly true in New York, where, be- 
cause of the many thickly populated 
areas, a variety of skyscrapers, etc., 
many unusual conditions exist. 

In New York City, the areas are 
known as the county control area, city 
control area and the precinct control 
area. Each are allied to each other, 
having fixed crystal controlled trans- 
mitters as their medium of radio com- 
munication. To provide the precinct 
areas with the necessary mobility of 
contact, portable and mobile receivers 
and transmitters are used. Inciden- 
tally, there is no restriction on the 
number of portable and mobile units 
that can be used as long as the FCC 
is notified of new units added and that 
they are all suitably operated by li- 
censed personnel and within the fre- 
quency limits and power specified un- 
der law. 

Although a large percentage of the 
operators involved are amateurs, an 
increasing number of commercial op- 
erators are joining the ranks. Many 
of these commercial operators are 
coming from broadcast stations, com- 


Diagram of UHF receiver, modulator and oscillator, used in some units. 
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This transmitter is housed within 
a water-tight box on building roof. 


Explaining the design of a required 
radio unit for War Emergency service. 


transmitters, wire 


mercial 
and laboratories. 
Mention was made of the problems 


systems 


met in small congested areas. Since, 
in such areas, it is necessary to have 
several mobile or portable units, the 
transceiver type of equipment cannot 
be used too successfully because of in- 
terference from the radiated signal. 
Accordingly, a new unit is being devel- 
oped. In this special device will be a 
standard transmitter and a receiver. 
The receiver does not radiate any in- 
terfering signals. The composite 
units, although in the same casing, 
will be individual in their operation. 
Directional effects promovted by tall 


buildings are another problem in a 
city such as New York. Changing lo- 
cations of the antenna and antenna 


feeders have been helpful in avoiding 
the energy absorption of these steel 
structures. Reflection, another prob- 
lem, has also been solved by the use 
of suitable antenna design. 

One of the requisites of the WERS 
involves the donation or loan of the 
equipment to the area wherein the 
WERS is located. The provision is, of 
course, that the equipment be loaned 
for the duration, and as such, becomes 
the property of the community. In 
this particular instance, the equip- 
ment has been given to the City of 
New York, and is under the protec- 
tion of the police department. Mobile 

(Continued on page 54) 
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iron sphere. 


Miniature aircraft indicator lamps are tested in this huge 
Lamp output is checked by photocell. 


Two hundred thousand waves a second have melted tin 
into evenly-distributed coating on this metal strip. 


WARTIME PROGRESS IN 
ELECTRONICS 


by ROBERT 


Electronic Research Engineer. 


EICHBERG 


New developments in electronic research are contributing in 


large measure to increase our war production capabilities. 


OME years ago, the medical 
world was astounded by the ad- 
vent of short wave diathermy— 

a means of passing radio waves 
through the human body to produce 
internal heat for the purpose of “bak- 
ing out’’ deep-seated aches and pains. 
Now diathermy, under a_ different 
name, has become front page news 
again, for it has been applied to met- 
allurgy, to aid American armament. 
Still working as a heat treatment, 
it has been used for hardening steel 
and also for tin-plating metal. In the 
first application, it may recall some 
of the demonstrations at radio shows 
of yesteryear, where a coin, after be- 
ing passed to the audience for inspec- 
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tion, was suspended in the center of 
a coil through which radio frequency 
currents were passed. An eddy cur- 
rent was thus induced in the coil, 
which the grinning demonstrator then 
offered to any member of the audi- 
ence who could hold it. Many were 
the scorched fingers. 

Not dissimilar is the tin-plating sys- 
tem which Westinghouse has _ an- 
nounced. Strips of steel, to be tin- 
plated and made into cans which will 
contain food for our fighting forces 
and allies, are given a tin coating by 
means of electrochemical processes in 
the usual way. The coating, naturally, 
is rough and pitted, but it is deposited 
at the rate of 500 linear feet per min- 


ute—and soon the speed will be 1000 
feet. Then came the bottle-neck: the 
metal was heated to flow the tin into 
a smooth, even coating, but the gas 
furnaces which did the job could han- 
dle only 150 feet per minute. Now, 
however, the electronic method, in 
which the tin passes through a coil 
energized by r.f. currents, can operate 
just as fast as the electroplating 
equipment, and the tin plating comes 
out shiny and smooth. As R. M. Baker, 
the engineer who carried out the ex- 
periments explains it, eddy currents 
melt the tin into an even coat, but he 
adds, “Shooting into the tin, the (Tra- 
dio) waves ripped electrons—so tiny 
you could put ten million million on 
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an inch-long line from the atoms of 
tin. These electrons, driven along by 
the current, smashed into one atom 
after another, creating heat at each 
collision. Multiply that process mil- 
lions of times and the coating of tin 
flows smoothly.” 

This is hardly the way one would 
expect an engineer to talk, but he 
certainly produced a simple and ef- 
fective process. The frequency of the 
waves used, by the way, is 400 kc.— 
and the first commercial installation 
is turning out about 60 tons of 14-inch 
tin-plated strips a day. 

Another important contribution by 
the same company combines X-rays 
and stroboscopic photography, retain- 
ing the best features of each. So rap- 
idly do the new ultra-high speed X- 
rays work that a single battery of four 
units can take four separate and dis- 
tinct pictures of an anti-tank shell 
while it is travelling through the bar- 
rel of its gun—or piercing a sheet of 
armor-plate. The exposure is com- 
pleted in 1/1,000,000 second, or about 
as long as it takes a modern bombing 
plane, traveling at top speed, to move 
a distance no greater than the thick- 
ness of the paper on which this is 
printed. The new X-ray tubes operate 
on an instantaneous discharge of 2000 
amperes at about 300,000 volts; they 
can readily penetrate an inch of steel 
with sufficient intensity to expose a 
photographic plate in one microsecond. 

After the war, devices of this sort 
will probably be in common use by 
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Basie circuit of VTVM. 


industry, for they will make it pos- 
sible to see, more easily and more 
quickly, hidden defects in the internal 
structure of metals, while those met- 
als are in motion. Thus, a tiny flaw 
ir a giant flywheel, which “opens up” 
only when the wheel is revolving at 
high speed, becoming almost invisible 
when the wheel is at rest, will be 
detected. 

Of similarly practical value is the 
self-calibrating vacuum tube voltme- 
ter which M. A. Honnell, AIRE, of the 
Georgia School of Technology, de- 
scribes in a recent issue of the Pro- 
ceedings of the Society of Radio En- 
gineers. Usable as a d.c. voltmeter 
or ammeter, or as an r.f. voltmeter 
and ammeter when a diode voltmeter 
is added, this instrument is simply 
constructed and requires but two pre- 
Cision parts: a calibrated potentiom- 


eter and a 0-15 milliammeter on 
Which the 1 mil point is accurately 
marked. 


The theory is simply explained by 
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where # is 
of the tube, Rp the dynamic plate re- 


X-ray taken with Westinghouse tube of average man shaving with electric razor. 


basic circuit. The voltage incre- 
A Eg, acting from grid to cath- 


causes change in the plate cur- 


rent according to the formula 


the amplification factor 


sistance of the tube, and Rt the total 
resistance of the external plate-to- 
cathode circuit. The change in the 
plate current, A Ip, flowing through 
the potentiometer and meter, pro- 
duces the voltage drop IpRf, the 
polarity of which is opposite to A 
E,. The net incremental = grid-to- 
cathode voltage is defined by 


AEg=AE, A IpRf. 


Wiring diagram of the self-calibrating vacuum tube voltmeter. 


300 V. 
lV 
—e 


R,—5,000 ohm Mallory 


Ohmite 


wound, 
wound, 


Pot. 2 w. wire 
R.—25.000 ohm Res., 5 w. wire 
R., R,—5,000 ohm Res. 1 w., IRC 


R.—250 ohm Rheostat 2 w. 

Re—2.000 ohm Res. adjustable in ten 200 ohm 
steps, wire wound 2 w., Ohmite 

C—16 mfd. @ 450 w.v. Electrolytic Cond., Aecro- 
vox 


Tubes—6FSGT, 1V, 


wire wound, Ohmite 


two VRI5S0, RCA 


R,. Ry, Ro. Ru —Thomson-Varley Pot. 
ls . 
R 


11-10,000 ohm Res. 2 w., IRC 
—11-2,000 ohm Res. 2 w., IRC 
R —11-400 ohm Res. Vy, w., IRC 
R,—Calibrated 800 ohm Pot. 
A—O-1.5 ma. D.C. meter. 
Switches shown with these resistor banks are 


two-gang, ten position switches connected so as to 
bridge over two resistors in series. 


The flight of a shotgun charge 


Substituting the second equation in 
the first, 


A Ei 


AIp= 
Rp + Rt 
—+Rf 

7 


As #, Rt and Rp are constant as the 
point of balance is reached 


A Ei 
A Ip Se smn . 
k + Rf 
Rp + Rt 
where k = ————— 
bu 


The detailed working circuit shows 


taken with ultra-high speed X-ray. 


strument, so long as it remains con- 
stant while the measurements are be- 
ing made. Also, a change of vacuum 
tubes will not cause any variation in 
the accuracy of the meter readings. 

The potentiometer, RA, RB, RC, and 
RD, is of the Thomson-Varley type. 
It is most easily constructed by using 
three banks of eleven resistors each, 
together with a set of calibrated tap 
switches; the 800-ohm calibrated po- 
tentiometer, RD, must also be a pre- 
cision instrument. The two glow dis- 
charge tubes are used to maintain the 
plate voltage constant while the in- 
strument is in use. 

To set up the Honnell VT voltmeter, 
a 100 megohm resistor is connected 
across the input. R5, R6 and R1 are 
then adjusted so that the 0-1.5 mil 
meter shows the same (1 mil) reading 


Operation is as simple as construe. 
tion and set-up. The SPDT SWitch jp 
the grid circuit is pressed to “Sey” 
position, and R5 adjusted to give a} 
mil reading on the meter. Then the 
voltage to be checked is applied to the 
input terminals, and the potentiome. 
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ter (RA, RB, RC, RD), is adjusted to 
return the meter reading—upset by 
the test voltage—to 1 mil. The value 
of the “upper half” of this potentiom. 
eter, in ohms, then equals the ap. 
plied voltage, which may be read ac. 
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curately to four places. 

While a Thomson-Varley potentiom- 
eter is recommended by M. Honnell, 
he adds that any potentiometer which 
maintains a constant total resistance, 
irrespective of setting, may be em- 
ployed. It should, however, be accu- 
rate to within 0.1°7, he says. 


how such a VT voltmeter may be when the 100 meg resistor is in the The article in Proceedings telis how 
built. The plate voltage is not critical: circuit, and when the input is shorted. the Honnell meter may be used in 
it may change from time to time with- When this condition is established, the a.c. measurements, and as an am- 
out affecting the accuracy of the in- instrument is ready for use. (Continued on page 73) 
No. 2.301.194. Flizht Measuring Instrument. No. 2,301,522. 
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The completed power supply is housed 
in a small wooden or metal cabinet. 


N EVERY radio circuit that the 
: radio experimenter creates, even- 

tually the heater, plate and grid 
voltages are involved, and if these dif- 
ferent voltages were at one’s finger 
tips, experimenting would be much 
easier and less expensive. Upon this 
idea the author constructed a small 
universal power supply. It has many 
uses for the radio serviceman as well 
as the radio beginner or experimenter. 
This supply has the appearance and 
operation as that of any tube tester 
and can be mounted directly into your 
panel board if desired, although this 
unit was constructed in a separate 
container. 

To receive different filament volt- 
ages without the aid of a power trans- 
former, this little “A” and “B” univer- 
sal supply is based around a universal 
ac.-d.c. line cord or dropping resistors 
which consist of different resistance 
values totaling 330 ohms. Various re- 
sistance ranges may be had with the 
use of a toggle switch cut “in-and-out” 
system. 

One must remember that the heater 
supply voltages of this small universal 
unit cannot be applied on other vac- 
uum tubes than those having a .3 am- 
pere current rating unless a shunt re- 
sistor is placed across the tube heater; 
thus allowing all excess current to 
pass through the resistor. The fila- 
ment current ratings of all vacuum 
tubes can be found in most vacuum 
tube chart manuals. 


To construct a simple “B” power 
supply without using an additional 
heater resistor, a 117Z6-GT bantam 


tube was chosen whose heater voltages 
are taken directly from the 117-volt 
a.c.-d.c. power line. The little “B” sup- 
Ply will produce approximately 90 
Volts of direct current, and with a 
variable Bradleyohm resistor, the volt- 
ages can be lowered to zero. The 
humless filter circuit consists of a 
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EXPERIMENTERS’ 
POWER SUPPLY 


by HOMER L. DAVIDSON 


Ft 


Dodge, Iowa. 


An inexpensive low-current supply for general 


shop work and to operate smaller receivers. 


FILAMENT VOLTAGE CHART 


Termi- Voltage 

nals Sw #1 Sw $2 Sw 33 Res. @ 3 amp. 
4-6 U U U 22 6.6 
3-6 U D J 44 13.2 
4-6 U D U 66 19.8 
2-6 D — U 88 26.4 
4-6 D U U 110 33. 
3-6 D D J 132 39.6 
4-6 D D U 154 46.2 
1-6 — — D 176 52.8 
4-6 U U D 198 59.4 
3-6 U D D 220 66. 
2-6 D — D 264 79.2 
4-6 D U D 286 85.8 
3-6 D D D 308 92.4 
4-6 D D D 330 99. 

200-ohm filter choke, a variable re- from '4” plywood, and the front panel 


sistor, and a 20 vfd. dual electrolytic 


condenser. 
midget 


Con 


condenser. 


Mount 


struction 


It is best to select a small 


this con- 
denser on the removable back panel 
beside the rectifier tube. 


_ 


The small cabinet measures 7” high, 
sides cut 


wide and 3” 


deep. The 


of masonite. Before nailing the front 
panel to the plywood sides, drill three 
3%” holes equally spaced from top to 
bottom. Then drill one hole in line 
with top hole at the left for the a.c.- 
d.c. line switch. Select a sharp carv- 
ing tool to carve the designated “up” 
and “down” letters beside the three 
(Continued on page 75) 


Cireuit diagram for the experimenters’ power supply. 
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R,—44 ohm 4 w. Res., Ohmite 
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30 w. Rheostat, Bradley 


C,, C.—20 @& 20 mfd. @ 


L,—200 ohm, 140 ma. Filter Choke, Thordarson 
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G-E photoelectric weft-straightening 


— 


control equipment with photo-tube amplifiers. 


Electronic Beam Control 


by 8S. R. WINTERS 


Washington, D. C. 


American Industry owes much to electronic apparatus that 


is being developed by our radio and electrical personnel. 


N electron-beam control equip- 
ment that counts, divides and 
pieces together circuit values in 

orderly fashion has been designed by 
Robert M. Page of Washington, D. C. 
Furthermore, this device provides a 
radio circuit that generates voltage 
steps by increments—which current is 
terminated in one direction by a rapid 


return in the opposite direction. And, 
as if science had theoretically dic- 
tated the lengthening of the yard- 
stick, this invention increases. the 
scale of the horizontal axis in the 
cathode-ray tube—removing severe 
limitations now imposed upon the 
cathode-ray screen by construction 
difficulties. 


This many-sided electron-beam con- 
{trol apparatus may act, at different 
times, in the capacities of an aperi- 
odic counter-circuit for a scale from 
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two to ten, or more, utilizing two elec- 
tron tubes; as an aperiodic frequency 
divider that will produce radio output 
in the absence of an input or control- 
ling voltage; as an integrating circuit 
that will bring together positive signal 
conditions and reflect a running indi- 
cation of the integrated values; and 
provide a multiple-line-sweep circuit 
in which a single-time-axis cycle is 
broken into equal sections, these ap- 
pearing as spaced parallel lines on a 
-athode-ray screen. 

The added advantage of actually 
lengthening the horizontal axis in the 
cathode-ray tube is claimed by the in- 
ventor. Mr. Page repeats the com- 
mon knowledge that the cathode-ray 
oscillograph is used widely for indi- 
cating voltages to be studied with re- 
gard to wave form, magnitude, and 
similar characteristics. However, he 


contends that restrictions are imposed 
upon the area of the existing types of 
‘athode-ray screens by difficulties in- 
volving their construction. _ Differ- 
ently expressed, the axis of the pres 
ent cathode-ray tubes is not of sufi- 
cient length to permit of precise de- 
terminations of electrical values in- 
volved in various experiments. The 
equipment about to be described, ac- 
cording to claims of the _ inventor, 
greatly increases the scale of the axis 
of the cathode-ray tube—thus remov- 
ing its previous practical limitations. 

Of the two diagrams _ illustrating 
this article, Figure 1 shows a circult 
having one electron tube of the sharp 
cut-off “Pentode” type, known to the 
radio trade as RCA1851, 1852 or 1853. 
This tube is so biased as to be kept in 
a non-conducting condition in the ab- 


sence of a signal across the inpul 
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jeads. The other electron tube in this 
circuit (Figure 1) is a “Triode,” but a 
“Pentode” would be an acceptable 
substitute. However, tube (5), in 
Figure 1, should have a high mutual 
conductance, the purpose of this being 
apparent as this particular circuit is 
outlined in detail. 

The two inductances are connected 
respectively, to one side to the plate 
(8) and grid (9) of the tube, and at 
their other sides the inductances are 
associated with the terminals of a ca- 
pacity unit, whereby a high-frequency 
oscillating circuit is formed. The two 
resistance units are connected, respec- 
tively, to the plate-connected, and the 
grid-connected sides of the capacity 
element, and the resistors are con- 
nected in common by a lead to a po- 
tentiometer—and thus connected to 
the cathode of tube (3) in Figure 1. 
The source of current is connected by 
leads to the potentiometer and by still 
another lead to one of the inductance 
units, and thereby to the plate. 

The designer of this circuit points 
out that when the electron tube (3) is 
put into a conducting condition by a 
radio signal applied through input 
(4), a certain amount of radiant 
energy passes through the tube and is 
stored in the capacity unit (20). And, 
furthermore, if the successive radio 
signals applied to that tube are of 
virtually equal magnitude and dura- 
tion, there will be an increase of the 
potential across the capacity element, 
varying by substantially equal steps 
or changes in value. The tube 5, in 
Figure 1, is biased to be kept in a 
non-conducting condition until a pre- 
determined voltage is built up across 
the capacity unit. Then the tube as- 
sumes a conducting condition and the 
energy stored in the capacity element 
will be instantaneously dissipated by 
feeding the energy to the oscillating 
circuit, connected to the plate and grid 
elements of the tube. The number of 
steps by which the capacity unit is 
charged may be varied through con- 
trolling the increment of energy added 
at each step, and by choice of the po- 
tential to which the oscillating circuit, 
connected to tube 5, will be put into 
operation to discharge the capacitance 
through the tube. This capacitance, 
according to results of actual tests, is 
discharged in a jiffy—in less than 10-° 
second. The above-described cycle may 
be repeated over and over, so long as 
the radio signal is applied through the 
input, indicated by the numeral 4, in 
Figure 1. 

As uncanny as a mechanical robot, 
and as precise as the multiplication 
table, this apparatus can function 
either as an automatic counter or fre- 
quency divider. In such roles, the in- 
put pulses that render tube 3 condu- 
Cive, in the above described circuit, 
must be uniform in energy content, 
but within certain tolerances, they 
may be regularly or irregularly spaced 
in time. A variable scale of counting 
may be obtained, and if the desired 
unit of counting be arbitrarily desig- 
nated as X, then the circuit parame- 
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Photoelectric height-indicator at entrance to tunnel in New York. 
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ters (a constant which enters into the 
equation of a curve) should be so se- 
lected that the capacity unit is 
charged to the potential required to 
put tube (5) into operation by the elec- 
tric energy fed by X input pulses. 
Manifestly, this also effects a fre- 
quency division on the scale of 1 to X, 
where X is any whole number from 
1 to 10, or more. Taking any specified 
set of circuit and signal conditions, X 
may be varied by the potentiometer, 
which governs the bias of the electron 
tube (3) (in the diagram). 


For the sake of a theoretical dis- 
cussion of the action of this circuit, 
Mr. Page indicates that the voltage 
steps, by increments, by which the po- 
tential is built up, across the capacity 
unit, are disregarded, and only the re- 
turn voltage, derived from the dis- 
charge of the capacity element, is 
utilized. This, we are told, is accom- 
plished readily, inasmuch as the re- 
turn voltage is in the opposite direc- 
tion, and of greater amplitude—com- 
parable to the voltage steps whereby 

(Continued on page 60) 


Fig. 1. Basie diagram of a late electronic counter. 
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5. Tube (as a triode). 14. Potentiometer. 
6 & 7. Inductances. 15. Cathode. 
8. Anode. 16. Source of current supply. 
9. Grid. 20. Capacitance. 
10. Capacitance. 


Velocity microphone and earphones 
used for special sound applications. 
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Interior of sound effects studio shows transcription tables and mechanical gadgets. 


PRODUCING 


SOUND EFFECTS 


by ANDREW R. BOONE 


ae UPPOSE,” asks Ted Scherde- 
man, “four men and a girl are 
talking in the control room of 
a submarine—how will they sound to 
the audience ?” 

Instead of guessing the answer, 
Scherdeman, a veteran producer for 
the National Broadcasting Company, 
carried four men and a girl to San 
Diego, walked into a submarine and 
heard the results for himself. Next he 
carried the cast of “Latitude Zero” to 
a submarine set used for a recent 
Hollywood picture, and had the actors 
walk through their parts, reading 
lines on deck, in the conning tower 
and in the engine room. Soon, to make 
the scenes real, there was standing in 
a studio at radio station KNX, a tun- 
nel made of thin sheet steel, 12 feet 
long and wide enough for four to walk 
abreast. One end was open, a two- 
way velocity microphone hanging at 
the other in front of an empty oil 


The sound effects you hear through your radio are the result 
of methods perfected by the studio engineers. Military shows 


are made realistic by new techniques and special recordings. 


drum, which _ rested small, 
portable room. 

Just as movie actors develop their 
roles, these radio characters talk while 
walking into the tunnel. The metal 
shell kicks their voices around, help- 
ing create for listeners the “metallic 
picture” of a sub. Meanwhile, the 
mike picks up both the direct sounds 
from the tunnel, and the cavity reso- 
nance of the drum. When the script 
calls for an intimate conversation 
within the captain’s quarters, actors 
step softly into the adjoining room, 
close the door and talk directly into 
a uni-directional microphone which 
picks up the dialogue without catch- 
ing stray sound reflections from the 
soft walls. 

Scherdeman devised the submarine 
set, and turns out all sorts of sets and 
contraptions in order to give a new 
meaning to sound. He wants it to be 
real and authentic. Anything which 


atop a 
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Here is an actor manipulating the 
submarine controls “far under sea.” 


adds realism may eventually turn up 
on one of his sets, from bungalows and 
giant metronomes to cores from paper 
rolls. He has characters address each 
other, rather than speak directly into 
the mike. His actors move from place 
to place, much as on the legitimate 
stage, talking as they go. 

Aided by Joe Kay, a veteran en- 
gineer of the networks, Scherdeman 
solves some problems on the _ spot. 
“Three giant octopi attack the sub,” 
he read in a recent script. Next eve- 
ning, an assistant, standing atop a tall 
ladder, beat and brushed the metal 
shell with two palm fronds. Pioneer- 
ing in sound is not always so easy, 
however. 

Scherdeman and Kay tried and dis- 
carded 17 hookups before hitting upon 
a simple means of achieving a voice 
in the air lock. Now the actors talk 
through a small, square hole cut in 
the side of an oversize metronome 
shell. This is nothing more than a 
tiny, live room, with the mike hung 
near the center. Hard-suriaced walls 
reflect the sounds, focusing them at 
the mike. 

When the submarine engineer re- 
ports to the control room, another 
actor talks down a seven-foot card- 
board tube placed directly against a 
microphone. As for a voice reaching 
the sub by radio from a plane flying 
overhead, the broadcaster speaks over 
a ribbon mike connected to a pair of 
ear phones. One of these is directed 
toward the broadcast mike which car- 
ries the distant voice to the network. 

The undersea telephone, leading 
from a diver’s helmet to the sub’s in- 
terior, gave the producer more trouble 
than any underwater effect. Finally, 
he bought a $1 dynamic speaker from 
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Engineers study proposed set and decide on best 
technique needed to handle the job realistically. 


» 
ad 
A moment of suspense. Without 


sound effects, scenes like this 
would be quite uninteresting. 


a mail order house, had an actor speak 
guttural sounds into a ribbon mike, 
amplified the sounds and fed them into 
the inexpensive speaker which was 
held against one end of the paper tube. 
A velocity mike at the other end 
picked them up and relayed the voice 
to the mixing panel in the control 
room. 

Scherdeman tries all sorts of tricks 
to put sound on the air exactly as one 
hears them in nature. When prepar- 
ing for a program including a mara- 
thon dance, he laid a plywood floor 
40-ft. square on the stage and moved 
the orchestra into the audience seats. 
By manipulating the controls, he 
moved listeners back and forth be- 
tween shuffling feet and the music. 

To pick up such intimate “scenes’ 
as handlers rubbing weary muscles, 
he erected a tent on the stage. A 
professional masseur worked over the 
limbs and back of an actor, stretched 

(Continued on page 76) 


A 7 foot cardboard tube and mike 
produces effect of engineer in 
sub talking to the control room. 


Another setup utilizing many odd 
contraptions for sound effects. 
Note galvanized-iron walls. 
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ELECTRONIC PUMP 


BENDS ELECTRONS 


Washington, D. ¢ 


by SELDON SUMMERS 


The use of a magnetic field in conjunction with a pump 


creates a spiral-shaped path for many of the electrons. 


NOVEL electronic vacuum 
pump, which includes a mag- 
netic field, performs such unbe- 
lievable feats as lengthening and 
bringing closer together the electron 
paths, as well as bending the elec- 
trons. These tiny bits of electrical 
matter caused to follow spiral- 


are 


MILLIAMPS ELECTRON CURRENT PE FILAMENT 


/ 2 
AMPERES IN FIELD CO/L 


Figure 1. 


shaped paths parallel to the axis, in- 
stead of forming their traditional pat- 
tern of spreading out in all directions, 
like the waves of a pond disturbed by 
a hurled stone. 

This new and improved electronic 
vacuum pump (invented by Clarence 
W. Hansell of Port Jefferson, N. Y., 
and whose patent rights have been as- 
signed to the Radio Corporation of 
America) means, in terms of scientific 
and industrial progress, a stepped-up 
pumping speed and an increased vac- 
uum. The use of a magnetic field in 
conjunction with this pump not only 
creates a spiral-shaped path for many 
of the electrons, but there is enhanced 
the probability of the electrons collid- 
ing with gas molecules. This causes 
an increase in ionization, with a con- 
sequent augmented pumping effect for 
any given filament-electron emission 
current. 

Correspondingly, the final degree of 
vacuum is heightened because of the 
greater ratio of the average electron 
path to the mean electron free path 
in the gas molecules. Each electron, 
by virtue of this electron-lengthening, 
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closer-spacing and bending vacuum 
pump, is more likely to collide with a 


gas molecule—because the electron 
path is longer. For instance, at one 
micron pressure in air, the average 


free path of an electron is about 25 
inches. 

The inventor of this electronic pump 
conducted certain experiments in 
which he bent electrons at will and 
caused them to travel desired paths. 
(Incidentally, it has been determined 
that the Washington Monument is 
perhaps the most spectacular deflector 
of radio waves, bending them with 
predictable certainty.) Mr. Hansell 
sandwiched a metallic shield, having 
a central hole, between the filament 
and plate, and then applied a magnetic 
field with flux lines parallel to the 
axis of the pump. By means of this 
arrangement, the electrons straying 
in undesired directions, away from the 


tical service, this shield may be con. 
nected to, or forrn a part of the tube 
plate—and after entering the latter. 
the electrons continue to pursue spiral- 
shaped trails until they invade a re. 
gion of decreased magnetic field. The 
latter maneuver permits the electrons 
to land upon the surface of the vae-. 
uum-tube plate. 

More about the electronic vacuum 
pump itself: As illustrated in Figure 
2, there are the usual filament an 
plate elements, both of which are so 
arranged that when electron current 
flows between them, in the presence 
of gas, the latter will be ionized. Then 
the electrons move toward the fila- 
ment in such a manner as to pump 
gas out of any chamber or container 
to be evacuated—-thus electronic tubes 
are coming to the assistance of the 
pumping industry. The plate of this 
electronic device consists of a metal 


axis, were compelled to return to the’ tube, which is closed at one end by 
vicinity of the latter—or to produce’ the _ previously described metallic 
spiral-shaped paths passing through — shield. This has an opening of from 
the hole in the metal shield. In prac- 0.01 to 0.5 centimeters in diameter, 
Fig. 2. Basie diagram explains theory of action. 
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Filament, 

Plate. 

Metallic shield. 
Small opening. 
Magnetic field coil. 
Input source. 


Field rheostat. 
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8. Glass envelope. 

9. Transformer. 

0. Point where the plate is tapered. 
1. Object to be pumped or evacuated. 
2. Lower portion of envelope (8). 
3. Rough vacuum pump. 
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dependent upon the available electron 
current emitted from the filament. 

Surrounding the plate of the elec- 
tron tube and the above-mentioned 
metallic shield is a magnetic-field coil 
which is electrically connected to a 
source of direct-current. A field rhe- 
ostat is connected in series between 
the direct-current input and the field 
coil. This arrangement varies the 
magnetizing current and the strength 
of the magnetic field. At one end of 
the tube-like plate of the electron 
tube there is a glass envelope to which 
the metal plate is sealed, at a point 
adjacent to the field coil. The fila- 
ment is supported practically in a 
central position with regard to the 
axis of the field coil and it faces the 
tiny opening in the metallic shield. 
The filament is heated by a source of 
alternating current from a_ trans- 
former, the center point of the sec- 
ondary winding of which is associated 
with the minus side of the direct- 
current input. The positive side of the 
latter is connected to the plate. The 
far end of the metal tube constituting 
the plate is tapering to receive the 
outlet from the chamber of other con- 
tainer to be pumped. The lower sec- 
tion of the glass envelope is also ar- 
ranged for connection to an outlet 
which makes fluid connection with a 
conventional rough pump. 

The preferred model of this inven- 
tion is illustrated in Figure 4, which 
shows a field coil surrounding a long 
insulating tube. The latter is con- 
nected electrically to and extends from 
a first diaphragm plate to a second 
plate, which is kept at an appreciably 
higher direct-current potential than 
the previously mentioned diaphragm 
plate. The long, insulating tube, re- 
ferred to above, is lined with an ex- 
tremely thin layer of high resistance 
conducting material. This is some- 
what like the so-called “metallized re- 
sistors” employed in radio. Such high 
resistance conductors insure a virtu- 
ally uniform electric field within the 
long tube. This field lengthens the 
electron paths and increases the elec- 
tron velocities. Additionally, it is re- 
sponsible for all ions produced by the 
collision of the electrons and mole- 
cules in traveling toward the filament. 
An extra advantage favoring use of 
this long tube with a potential gradi- 
ent over its entire length, is that sec- 
ondary electrons created by collision 
of the primary electrons and molecules 
of gas with the conducting material 
lining the tube are speeded up toward 
the plate. Moreover, they are caused 
to add to the production of the ioniza- 
tion of any gas in the tube. 

In order to curtail the electronic 
bombardment of the filament and 
shield it from the effect of infrequent 
electric arcs, two resistance units are 
provided, through which the emission 
current from the filament must pass. 
These resistances are sufficiently high 
to limit the emitted current from the 
filament to values below the available 
electrons “shot” from the filament. 
In addition to the filament shape and 
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15. Heavy filament. 
16. Plate. 

17. Ring-like member. 
18. Aperture. 

19. Shield. 

20. Broken Lines. 

21. Field coil. 
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9. Transformer. 22. Envelope. 
11 & 13. Same as Figure 2. 23. Stem, 


24. Press or stem for supporting shield. 

25. Power source. 

26. Rectifier. 

27. Resistance. 

28. Variable resistance means for applying to 
shield. Variable negative potential. 

29. Variable resistance. 


Fig. 3. Modified embodiment of the invention. 


arrangement, there is a shield and 
first plate orifice to offset the tendency 
of ions to strike the filament. In- 
stead, they bombard the above-men- 
tioned shield—this being constructed 
with adequate mass and heat radia- 
tion to withstand any bombardment 
of electrons. 

As a further safeguard for the tube 
and circuit, one of the resistance units 
is connected in series with the shield 
and the negative side of the rectifier, 
so that a restricted amount of current 
can flow through it. This resistance 
unit, however, is very much smaller 
than its companion resistor, which is 
identified with the filament circuit. 
An envelope is so placed on the metal 
plate structure that this portion of 
the vacuum pump, on which the fila- 
ment and shield are positioned, may 
be interchangeable. This affords new 


Fig. 4. 


elements as required, by providing a 
flange, a metallic band clamp, and a 
gasketed joint. This may take the 
form of a mercury seal, a low-melting- 
point fusable alloy seal, such as woods 
metal. Such a set-up facilitates the 
renewal of worn-out tube filaments, 
since the above-mentioned joints are 
actually a part of the rough pump 
and not the high-vacuum pumping 
system. 

Another modification of this inven- 
tion is shown in Figure 3. A heavy 
filament is mounted symmetrically 
with regard to the axis of the tube 
plate, which takes the form of a long 
thin metal tube. Sandwiched between 
the filament and plate elements is a 
metal diaphragm or ring-like unit, 
having a tiny opening. Immediately 
behind the filament is placed a nega- 

(Continued on page 53) 


A still further improvement of the embodiment. 
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Numbers 9, 11, 13, 15, 26, 
figure 3. 
31. Ansulating tube. 
32. Diaphragm plate. 
33. Second plate. 
34. High resistance conducting material. 
35. Electron paths. 


29—same as 


36 & 37. Resistance elements through which emis- 
sion current from the filament may pass. 

38. Plate orifice. 

40. Envelope. 

41. Flange 

42. Metallic band clamp. 

43. Gasket joint. 
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The MULE-SERVIMETER 


by ROBERT F. SCOTT, wW4Fst 


This versatile instrument is a natural for training radiomen 


as well as being ideally suited for general radio servicing. 


E are aware that radio serv- 
icemen of this country are 
being taken away from their 
jobs to become servicemen with a dif- 
ferent and more important job to do. 
This is leaving quite a gap in the 
ranks of the servicemen. There are 
others who are willing to undertake 
the task of keeping the radios of this 
country in tip-top shape but they are 
handicapped and discouraged by the 
lack of low-cost, priority-free, servic- 
ing equipment. 

We have undertaken the task of de- 
signing suitable servicing equipment 
that is within the reach of all. This 
equipment has wide range applica- 
tions in the field of radio servicing and 
is free from priority limitations. The 
Multi-servimeter can be built by any- 
one having a well-stocked junk-box or 
the parts may be purchased for a very 
low cost at the “bargain counter” of 
practically any radio supply house. 
Included in this device are the follow- 
ing instruments: 


Channel Analyzer 
Condenser Tester 

Vacuum Tube Voltmeter 
Resonance Indicator 
Continuity Tester 

Low Frequency Receiver 
Audio Amplifier 

Audio Oscillator 

Radio Frequency Amplifier 


WCONAMP WNP 


This Multi-servimeter will make it 
possibie to save much valuable time 


in trouble-shooting in a defective re- 
ceiver or amplifier. A few minutes 
spent in a stage-by-stage analysis will 
accomplish more, in most cases, than 
hours of point-to-point resistance test- 
ing. This device will enable you to lo- 
cate the defective stage wherever it 


may be located in the receiver. The 
power supply, oscillator, if., a.f., or 
r.f. stages may all be checked with 


equal ease. Condensers whose quality 
is doubtful may be tested while still in 
the circuit, providing, of course that 
there are no external shunting re- 
sistors across the condenser. 

The power supply consists of the 
conventional full-wave_ rectifier fil- 
tered by a single section filter. The 
filter condenser input and the 
speaker field is used as the filter in- 
ductance. It was necessary to use an 
8 ufd. electrolytic condenser to insure 
ample filtering action. A 50,000 ohm, 
10 wait, variable resistor is used as a 
“bleeder.” 

The test section consists of five 
tubes. A 6K7 is used as the input tube 
for the iff. and r.f. tests. This stage 
has a tuned antenna circuit that is 
used when the set is used as a low fre- 
quency receiver. This coil is tuned by 
one section of the triple section 365 
uufd. tuning condenser. This condenser 
is placed above ground by placing a 
.006 «fd. mica condenser in series with 
the rotor and ground connection. It 
is isolated from the chassis by rubber 
bushings. The 6K7 is resistance cou- 
pled to another 6K7 that is resistance 


uses 


Panel view of the Multimeter shows location of various knobs and parts. 


coupled to the parallel diodes of the 
6Q7. The 6Q7 is also used as first ay- 
dio amplifier and a source of AVC 
voltage. The first audio amplifier js 
resistance coupled to the 6F6 output 
tube. The 6U5 is used as a tuning in- 
dicator and resonance indicator, as 
well as VTVM. This Magic-Eye will 
also indicate oscillation and presence 
of AVC and other minute voltages. 
The signal generator is an electron 
coupled 6K7 that oscillates on a fun- 
damental frequency that can be varied 
from about 150 ke. to 600 ke. The har- 
monics of this oscillator are strong 
enough to be used to align sets having 
a 1500 ke. if. These harmonics can 
also be used to adjust the tuning of 
short wave tuning circuits of an all- 
wave receiver. This oscillator may be 
modulated by the ouiput of the audio 
oscillator. This modulation is applied 
to the screen-grid of the r.f. oscillator 
and the percentage of modulation is 
adjusted by the Modulaticn ™% control 
(R27). The output from the audio os- 
cillator may also be mace available 
for audio tests and other purposes. 
The Condenser Tester is simply a 
1, watt neon bulb. This device can 
also be used to test resistors for in- 
termittent or open circuits. The con- 
tinuity of chokes, transformers, coils 
and wiring may be tested. When test- 
ing paper and mica condensers, the 
prods are applied to the condenser and 
the neon bulb observed as the final 
connection is made. If the condenser 
is OK, there will be a flash as the con- 
denser takes a charge. If the lamp 
only glows and there is no flash, the 
condenser is leaky and should be dis- 
carded. If there is a bright continu- 
ous glow, the condenser is shorted. No 
glow will indicate an open condenser. 
Polarity must be observed when 
testing electrolytic condensers. The 
working voltage must also be noted 
and the high-capacity, low-voltage 
electrolytics, that are used in low- 
voltage power packs and cathode by- 
pass circuits, cannot be tested by this 
method. <A good electrolytic, of the 


high-voltage type, will cause _inter- 
mittent flashes of about 10 times per 
second. A condenser that flashes 


more than 20 times or has a continu- 
ous faint glow should be discarded as 
leaky. The short and open tests are 
the same as for the paper and mica 
condensers. 
When testing 
windings, coils, 


chokes, transformer 
and resistances, 4a 
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steady glow will indicate continuity. 
Intermittent flashes will indicate poor 
contacts or intermittent shorts or 
opens. No glow of the neon bulb will 
indicate an open circuit. 


Controls and Their Uses 


The dial plates for all of the con- 
trols may be made by two methods. 
The first way, is to draw a full-size 
scale, using black India ink for this 
purpose, on a piece of Draftsman’s 
tracing paper. This tracing is taken 
to a photographer who will make con- 
tact prints from the drawing. These 
prints should be made on semi-matte 
printing paper. The alternate method 
is to draw the scales on flat-black pa- 
per with white ink. After the dials 
have been finished, they are cut-out 
and mounted on the panel with Scotch 
cellulose tape. 

The TEST SELECTOR (SW2) is a 
six position, single circuit, rotary small insulated phone tip on the end tary switch, that is used to limit the 
switch. This is used to couple the of a 24” piece of low-capacity crystal amount of r.f. and if. to the grid of 


Top view, showing layout of principal parts and the tuning eye assemblies. 
All wiring must be held in place to prevent any shift in final calibration. 


TEST JACK to the various test cir- mike cable. the 6K7. This switch is also used to 
cuits. The TEST JACK is fed by a The RF MULTIPLIER (SW1) is’ connect the coil and condenser com- 
test prod that is made by mounting a__ also a six position, single circuit, ro- bination to 6K7 when the set is used 


Schematic of the Multimeter gives full data for home construction. 
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The Multimeter looks very much like a typical superhet receiver. Power 
transformer is mounted away from sensitive circuits to prevent hum. 


as a standard broadcast receiver. 

The R.F. GAIN CONTROL (R2) is 
used as a sensitivity control for the 
receiver and as a vernier control for 
the R,F. MULTIPLIER when it is in 
positions 1 to 5. 

The AUDIO GAIN (R14) is the vol- 
ume control for the audio section. 

The TUNING control! is used to se- 
lect the frequency of the receiver and 
the r.f. signal generator. This control 
is connected to the tuning condensers 


through a good mechanical band- 
spread. 
The SIGNAL SELECTOR (SW3) 


consists of a two-circuit, three-posi- 
tion, rotary switch. The switch is used 
to adjust the r.f. and a.f. oscillators to 
the different types of operation. The 
output of these two oscillators is fed 
out through the a.f. and r.f. pin jacks. 
The test lead for the output of these 
oscillators is made from a mike cable. 
The shielded wire is fitted with a phone 
tip and is plugged into the r.f. or a-.f. 
jacks as the occasion warrants. The 
shielding braid is fitted with a phone 
tip to fit into the GND jack. 

The R.F. CONTROL (R24) is used 
to attenuate the output of the signal 
generator. The sliding arm of this 
control is connected to the r.f. pin jack 
through a blocking condenser. 

The MODULATION % control 
(R27) regulates the amount of modu- 
lation applied to the r.f. oscillator by 
the audio oscillator. The r.f. oscilla- 
tor is screen-grid modulated. The 
modulation is varied by controlling 
the plate voltage to the audio oscilla- 
tor. The transformer is an audio type 
transformer originally designed for 
single plate to P.P. Grids Class A. 
The original transformer was_ un- 
shielded and the case from another 
transformer was mounted over it. The 
frequency of the a.f. oscillator is about 
800 cycles. 

The coil of 


the r.f. oscillator is 
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wound with No. 32 enameled wire, 
wound in 1'2” space on a 114” form. 
The coil has 240 turns, tapped 80 turns 
from the bottom. The entire winding 
cannot be put in the winding space 
available. The coil is started at the 
top, and the tap made. The lower end 
of the coil is “jumble-wound.” This 
coil is tuned by a total of 730 uwufd. 
This capacity is made by connecting 
two of the tuning condenser sections 
in parallel. The leads in the oscilla- 
tor should be as short as possible and 
made of bus-bar wherever possible. 
All parts should be firmly mounted. 

If the builder exercised care in the 
construction of this unit of the Multi- 
servimeter, very satisfactory calibra- 
tion is possible and the unit will hold 
its calibration over a long period of 
time. The coil must be well shielded. 
An efficient shield can be made from 
the can of an old i.f. transformer or 
r.f. coil. 

If a little care is taken, the oscilla- 
tor can be calibrated with surprising 
accuracy. This feat is accomplished 
with the aid of a well calibrated 
broadcast receiver, preferably a t.r.f. 
The SIGNAL SELECTOR (SW3) 
is turned to Modulated r.f. and the 
set is allowed to warm-up for about a 
half hour. The shielded wire from the 
r.f. pin jack is coupled loosely to the 
antenna post of the calibrating re- 
ceiver. The shield of the wire is 
grounded in the GND pin jack and to 
the receiver chassis. The r.f. oscilla- 
tor tuning condenser is set to some 
arbitrary setting and the receiver 
tuned until the signal is heard. 

Two or more points will be found 
on the broadcast band where the sig- 
nal is heard. The distance between 
these signals (in kilocycles) is equal to 
the frequency of the r.f. oscillator; i.e., 
if the signal is heard at 600 ke. and 
1200 ke. the frequency of the oscillator 
is equal to the difference between the 


set. 


two, or 600 ke. Similarly, if the sig. 
nal is heard at 700 ke., 1050 ke., and 
1400 ke. the frequency of the oscilla. 
tor will be equal to the difference be. 
tween any two consecutive frequencies 
on the receiver dial. The oscillator 
dial is set at many points on the tun. 
ing dial and the frequency determined 
by the method just described. A gaji. 
bration chart can be made from these 
frequency dial settings and any fre. 
quency can be returned to at any time. 
The harmonics of the oscillator be. 
come weak as the higher frequencies 
are reached but the signals can be stil] 
heard above 18,000 ke. This is suff. 
cient to align even the all-wave re. 
ceivers now on the market. It will be 
noticed that the signals are heard 
closer together on the short wave 
bands. This is perfectly normal oper. 
ation. Two points 600 ke. apart on the 
broadcast band will over one- 
half of the band, while on the shorter 
wavelengths, the 600 ke. points are 
much closer together on the dial. 
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Checking Audio Amplifiers 

Whether the audio amplifier is a 
part of a radio receiver, public ad- 
dress system or transmitter modula- 
tor, it can be checked quite effectively 
by using the Multi-servimeter. Fad- 
ing, hum, distortion, feedback and os- 
cillation may be located in a few sec- 
onds. 

The audio test may be ob- 
tained from two The sine- 
wave 800 cycle note from the a-f. os- 
cillator or the output from the low- 
frequency receiver may be fed to the 
amplifier under test. The output from 
the receiver is obtained by placing an 
antenna on the tester antenna post 
and placing the r.f. Multiplier in the 
r.f. position. The Test Selector is 
turned to the a.f. OUT position and 
the signal fed from the prod to 
the high side of the input gain or vol- 
ume control. This signal may be ap- 
plied from the speaker back to the in- 
put jack. If the signal is applied to 
both sides of an audio coupling con- 
denser, the quality of the condenser 
may be judged by the difference in the 
signal. The different stages may be 
analyzed for gain by applying the test 
signal to the plate of a tube and then 
applying the signal to the grid of the 
same tube. 

The difference in the volume should 
be very noticeable, and if it is not, the 
tube should be tested. The coupling 
resistors and bypass condensers should 
also be tested. Distortion, hum and 
oscillation may be checked by rotating 
the Test Selector to one of the af. 
positions. This position is determined 
by the gain of the stage to be tested. 
A test signal is applied to the ampli- 
fier and the test prod used to trace 
the signal from the microphone to the 
speaker. The stage where the trouble 
is introduced should be checked care- 
fully. Poor transformers, — poorly 
placed grid leads, poor shielding and 
poor power supply ean all be guilty of 
causing the trouble. The effectiveness 

(Continued on page 66) 
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Solder Pots 
Small capacity Solder Pots are be- 
ing manufactured by Lectrohm, Inc., 
5125 W. 25th Street, Cicero, Illinois, 


for continuous operation in radio, mo- 
tor and similar electrical equipment 
plants where individual soldering 
melting pots are desired for each op- 
erator or for small repair and home- 


craft shops. They are sturdily con- 
structed, consisting of a cast iron pot 
mounted, by a single screw, on a 
plated steel stand. A _ single heat, 
porcelain nickel-chrome heating ele- 
ment, which can be quickly and inex- 
pensively replaced when _ necessary, 
heats the pot. These pots are avail- 
able in two Models (Model No. 200 
15, pound capacity and Model No. 250 

2 pound capacity) for operation on 
110 v., a.c. or d.c. A six foot Under- 
writers approved cord and attachment 
plug is furnished with each unit. 
Worthwhile savings are effected by 
Lectrohm Solder Pots through low ini- 
tial investment, reduced current con- 
sumption and lower solder cost. Com- 
plete information and prices may be 
obtained by writing direct to the man- 
ufacturer 


Aircratt Limit Switch 
A new lightweight limit switch, de- 
signed especially for aircraft applica- 
tions, has been introduced by the Gen- 
eral Electric Company. 
mechanism used is the 
Snap action and dou- 


The contact 
G-E switchette. 


ble-break operation give the switch a 
high current rating. The switch is de- 
Signed to meet all U. S. Army Air 
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Forces’ stipulations. The plunger op- 
erates with a 7/32 in. overtravel, 
which increases the number of appli- 
cations for which the switch can be 
used. 

The aluminum housing is made 
dustproof by the use of a gasketed 
cover. There is adequate space inside 
the housing for easy wiring. The 
switch is available in three contact 
arrangements: single-circuit, normally 
open or normally closed; and single- 
pole, double-throw. 

Each form can be furnished with a 
contact air gap of .010, .020, or .030 in. 
The switch weighs .13 lb. Manufac- 
tured by the General Electric Co., 
Schenectady, New York. 


D.C. Power Supply 
Operates from a.c. lines to provide 
continuous direct current for the op- 
eration of d.c. or battery-operated 
equipment. Pictured here is a model 


designed especially for railroad signal- 
ing equipment to eliminate the bat- 
teries and generators previously used. 
This unit employs gaseous type bulb 
rectifiers, has a two-section filter and 
a special “built-in” automatic voltage 
regulating device. It delivers 110 volts 
d.c. at currents up to 15 amperes. The 
input circuit is designed to permit use 
on a.c. lines of various voltages. The 
Power Supply shown was fabricated 
to meet a customer’s special applica- 
tion. Height 48 inches, width i9!'2 
inches, depth 12's inches. 

Units of this type are available in 
a variety of physical mounting styles 
and can be made for operation on 
various line potentials and frequen- 
cies. Manufactured by the Standard 
Transformer Co., 1500 N. Halsted St., 
Chicago, Il. 


Ward Leonard Rheostats 
Ward Leonard Pressed Steel Rheo- 
stats with solid Rectangular contacts 
provide a finer degree of control, 


smoother operation, and certain econ- 
omies where interpolating rheostats 
would otherwise be required. 

Rectangular contacts are available 
in small and large sizes. Small rectan- 
gular contacts can be furnished on 
thirteen inch or smaller rheostats. 
Large rectangular contacts can be 
furnished on eight inch or larger rheo- 
Stats. 

Rheostats with rectangular contacts 
can be furnished with complete enclo- 
sures, fittings for conduit connections, 
motor drives and with accessories for 
floor, back-of-board, and concentric 
mounting. Fixed and adjustable stops 
can be provided. 

These and other rheostats are listed 
in a new sixteen page Bulletin 60, 
available on request from the Ward 
Leonard Electric Co., Mt. Vernon, 
N. Y. 


New RCP Mulltitester 
RCP Stock Model No. 423, a general 
utility Volt-Ohm-Milliameter, has won 
widespread industrial preference for 


accurate line tests and 


production 

commercial laboratory measurements. 

This sensitive multitester is also used 
(Continued on page 81) 
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Emergency Radio Receivers 


by GUY DEXTER 


Satisfactory radio receivers may be made easily by taking 


advantage of the innovations discussed within this article. 


LENTY of 1943 radio men never 
heard of a_ tubeless receiver. 
But we can readily understand 
that, because the price of tubes somer- 
saulted around 1924, long before the 
present crop of servicemen had gotten 
the bug, and we then completely aban- 
doned the simple crystal detector. 
Prior to that time, however, there 
were few men or boys in any neighbor- 
hood who had not built a crystal set, 


and many families relied upon this 
simple receiver for local broadcasts 
for sometime after tube prices 


dropped. 

There were also other simple detec- 
tors in use in the early days; some 
preceding the crystal detector by a 
few years and others trying for con- 
temporary recognition. They _in- 
cluded (1) the electrolytic detector, 
(2) the contact rectifier, (3) the me- 
tallic oxide rectifier, and (4) home- 
made diode tubes improvised from au- 
tomobile headlight bulbs. 

“Horse-and-buggy” receivers em- 
ploying the simple detectors are just 
as workable today as they ever were. 
And, although they are less sensitive 
than modern tube sets, the present 
war emergency may yet recall these 
simple sets from their resting places 
on museum shelves. 

Threatened tube and battery short- 
ages, and the possibility of power-line 
failures, remind us that cheap crystal 
sets require no power of any kind for 
operation and can pick up local sta- 
tions within a 25- to 30-mile radius 
with good volume. And they operate 
on short waves as well as broadcast 
frequencies. 

The home-made diode tube delivers 
almost as good a headphone signal as 
a crystal detector (in some cases, just 
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as good) and requires only a 6-volt 
filament battery. At the same time, 
it does not require the constant re- 
adjustment common to the crystal. 

The well-known miniature copper- 
oxide rectifier, used by radio men to 
make d.c. meters read a.c., may be 
used, as will be shown later, instead 
of the crystal. However, the rela- 
tively high capacitance of this device 
limits its sensitivity and restricts its 
high-frequency use. Inherently, it is 
not as sensitive a detector of radio 
waves as is the crystal. 

The present value of simple 
built around these elementary detec- 
tors lies in their importance as emer- 
gency receivers. Such may be 
placed into immediate service when 
power lines have snapped out and “B” 
batteries are not available for the 
family portable. They may be car- 
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ried into bomb shelters where electric 
power is not available. Particularly 
unique is the fact that they may be 
made so small in size as to be carried 
easily in a pocket or handbag. 

We shall describe in this article the 
theory and construction of the more 
efficient simple detectors and con- 
structional details of several receivers 
incorporating them. 


How the Crystal Detector Works 

Best known and most widely used 
of all the early rudimentary detec- 
tors was the crystal type. These de- 
tectors are still obtainable in some of 
the large city ten-cent stores for about 
25c complete with crystal. 

Operation of the device is based 
upon the rectifying properties of small 
lumps of certain minerals which we 
have termed crystals. Common among 
these minerals are galena, iron pyrites, 
copper pyrites, silicon, graphite, bor- 
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Fig. 3. 


nite, zincite, calchopyrite, etc. Of the 
synthesized materials, carborundum is 
the best known. 

The “crystal” is not a perfect recti- 
fier. Actually, it offers high resist- 
ance to current flow in one direction 
(although not cutting off current in 
this direction completely), while al- 
lowing more or less ready flow in the 
other direction. Inserted in a radio- 
frequency circuit, therefore, the crys- 
tal will rectify the r.f. alternations 
and deliver d.c. pulsations to a pair of 
headphones. 


Crystal Sets 

A circuit to obtain this effect is 
shown in Figure 1-A. The combina- 
tion L1-L2-Cl comprises a_ conven- 
tional receiver input circuit of the 
coupled type. The primary coil L1 is 
the antenna inductor, serving to in- 
duce a radio-frequency voltage in the 
secondary L2. The variable condenser 
C1 tunes the circuit to the signal fre- 
quency. 

The r.f. voltage developed across L2 
is higher than that across L1 by a fac- 
tor equal to the turns ratio of the 
transformer formed by the two coils. 
This voltage is presented to the cir- 
cuit comprising the crystal and head- 
phones, and is rectified by the crystal 
which, in turn, delivers d.c. pulses to 
the headphones. Capacitor C2 by- 
passes the latter for r.f. The crystal 
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detector is thus seen to act in the 
same manner as a half-wave diode 
tube rectifier. 

Arrangement of the crystal detec- 
tor is shown in Figure 1-B. The min- 
eral itself is set into a metallic mount- 
ing, corresponding to part A in Fig- 
ure 1-A, and contact is made to a 
single spot on its surface by means of 
a fine wire spring or “cat-whisker,” 
corresponding to part B. The cat- 
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whisker is so mounted on an adjust- 
able shaft that its pressure and posi- 
tion upon the mineral surface is read- 
ily adjustable. The metal in which 
the crystal is mounted is a low-melt- 
ing point alloy, generally Wood's 
metal, which melts in hot water, since 
sensitive radio minerals have their 
rectifying action destroyed by heat. 

Not all spots on the crystal surface 
give the same d.c. output. Some are 
pronouncedly better than others. It is 
necessary, therefore, that the opera- 
tor try various points of contact and 
various contact pressures until loud- 
est signals are obtained. 

Different minerals require different 
types of cat-whisker. Galena, most 
sensitive crystal yet offered, requires 
a fine, pointed wire of brass or phos- 
phor bronze resting lightly on the 
crystal surface. Silicon requires a 
stiff, moderately heavy pressure, 
blunt-end brass or phosphor bronze 
cat-whisker. With carborundum a 
sharp-pointed steel contact and con- 
siderable pressure is necessary. 

Fixed crystal detectors are avail- 
able which have a permanently, or 
semi-permanently, adjusted contact, 
pre-set at the factory to the most sen- 
sitive spot. These encased units may 
be wired directly into the circuit and 
practically forgotten. They require 
little or no adjustment over long pe- 
riods and can withstand an amazing 
amount of abuse without losing ad- 
justment. They make it possible to 
enjoy the simplicity of the crystal re- 
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ceiver without the nuisance of search- 
ing for sensitive spots. 

The tuned circuit shown in Figure 
1-A is conventional in every respect 
and may be designed to cover any de- 
sired band of frequencies. To cover 
the broadcast band, L2 will be ap- 
proximately 230 microhenries, Cl a 
0.000365-“fd. variable condenser, and 
L1 about 20 turns of No. 26 enameled 
wire wound around the end of Lv. 
These dimensions correspond to a coil 
and condenser from a discarded t.r-f. 
receiver. 

The detector parts (A and B) are 
connected in the circuit in the order 
shown in the diagram, as this arrange- 
ment removes the manually-adjusted 
cat-whisker from the r.f. portion of 
the circuit. C2 will be 0.001 to 0.002 
xfd. capacitance. The headphones 
must be conventional high-resistance 
radio type components. 

A simpler circuit is shown in Fig- 
ure 2. In this layout, headphones and 
detector are connected in series in the 
antenna circuit without any tuning or 
coupling device. Because the latter 
components are eliminated, selectivity 
suffers. Response of the circuit is 
necessarily broad. If several strong 
local stations are in operation, it is 
likely that all will be heard simulta- 
neously. However, the one whose fre- 
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quency corresponds to the natural fre- 
quency of the receiving antenna (or 
lies closest to this frequency) will be 
loudest. 

Figure 3 shows a push-pull circuit 
for obtaining full-wave rectification 
with two crystal detectors. Best re- 
sults are obtained when the two crys- 
tal output currents are identical. If 
adjustable cat-whisker-type detectors 
are employed, independent adjust- 
ments may be made with the aid of a 
0-50 d.c. microammeter inserted at 
point A or point B. Crystal spots are 
sought which give current readings 
of the same value at each of these 
points. If fixed crystals are employed, 
they may be matched for equal cur- 
rent output when selected from stock. 

Each half of the tuned circuit corre- 
sponds to the single tuned circuit in 
Figure 1-A. Somewhat better turing 
action is obtained by using a split sta- 
tor condenser, as shown, than by tun- 
ing the entire coil with a single sec- 
tion. 

Figure 4 shows a bridge-type crys- 
tal circuit for obtaining full-wave rec- 
tification without a special split tuned 
circuit. This circuit requires four 


matched-output crystal detectors, a 
requirement which at once precludes 
use of adjustable’ units. Matched 
fired crystals are a necessity in this 
layout. 

In any of the circuits shown for 
crystal operation, the tuning con- 


denser may be omitted if the coil is 
provided with a generous number of 
taps and a means for switching these 
taps. The cost of the complete re- 


ceiver may thus be kept quite low 
within a dollar (minus the cost of 
heacphones) for the _ single-detector 
models. 

An effective crystal circuit for fixed- 
frequency ultra-high-frequency recep- 
tion is depicted by Figure 5. This re- 
ceiver is operable even at the very 
short wavelengths of a few centime- 
ters, and is highly portable. The two 
vertical rods comprising the di-pole 
receiving antenna are each cut to a 
quarter wavelength to serve as a 
tuned circuit as well. An arrange- 
ment such as the one shown offers in- 
teresting possibilities for portable 
(personal) use in short-range civilian 
defense communications employing 
the ultra-high WERS frequencies. 


Special Carborundum Circuit 

Receivers employing carborundum 
crystal detectors require special cir- 
cuits such as the one shown in Figure 
6. A “biasing” battery is needed in 
this circuit to place crystal operation 
at a critical point along the crystal 
characteristic curve where small r.f. 
input voltage alternations cause the 
largest possible d.c. output current 
fluctuations. Polarity of the battery 
is very important. 

In general, carborundum crystals 


reduce the “spot-hunting” nuisance 
somewhat, the potentiometer being 
set for maximum audio _ signal 


strength. High-pressure contact is 
(Continued on page 50) 
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PRACTICAL RADIO COURSE 


by ALFRED A. GHIRARDI 


Part 10 of the present series discusses the basic fundamentals of the 
construction and operation of the many various types of vacuum tubes. 


sufficiently raised, the movement 

of the electrons constituting the 
rotating portions is accelerated, and, 
if the heating is carried to the extent 
where the metal begins to glow, the 
movement of some of these electrons 
becomes rapid enough to cause them 
to leave the surface of the metal, as 
illustrated in Fig. 1. 


iE THE temperature of a metal is 
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Fig. 1 

This “emission” action, which is ac- 
celerated when a metal is heated in 
a vacuum, is called the Edison effect, 
and was first utilized by Fleming in 
his two element tube. The body which 
emits the electrons is called the cath- 
ode. 

All metals exhibit this characteris- 
tic, but those in use in radio tubes are 
usually tungsten or nickel in an alloy 
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Fig. 2. 

form. The ordinary tungsten filament 
cathode is usually one that has been 
impregnated with thorium during 
manufacture in order to give high 
electron emission at relatively low 
temperatures, and is used mainly in 
transmitting tubes. 

When the tungsten is heated by an 


Fig. 3. 
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electric current, some of the thorium 
is driven to the surface of the filament 
where it forms a layer one molecule 
thick, and the electronic evaporation 
or emission takes place from this thin 
layer of thorium as illustrated in Fig. 
ye 

A ribbon of nickel or one of its 
alloys coated with a thin layer of 
barium or strontium oxides is usually 
used for direct-heater types of the 
smaller sizes. The advantage of this 
type of filament are great emission 
and long life. The action of this fila- 
ment is similar to that of the tung- 
sten, but the emission is solely from 
the oxide surface and takes place at 
relatively low temperatures. The 
tubes commonly found in home radio 
receivers are of the indirect-heated 
cathode type, and consist of a heater 
element, usually encased in an insu- 
lating ceramic sleeve, inside a thin 
wall tube of nickel which has been 
oxide coated. The heat from _ the 
heater is transmitted through the 
ceramic to the nickel tube, and raises 
the temperature of the oxide coating 
sufficiently to cause emission. A cut- 
away drawing of this type of heater 
is shown in Fig. 3. In this construc- 
tion, the oxide-coated nickel tube is 
the cathode. 

So far we have dealt solely with 
emitters with no practical application. 
If we suspend a metal plate near the 
filament, as illustrated in Fig. 4, and 
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connect a battery so that a positive 
potential with respect to the cathode 
is applied to the plate, electrons will 
be attracted to the plate from the 
cathode, the number being attracted 
each second depends on the poten- 
tial of the plate and the rate at which 
the electrons are emitted from the 
cathode. The electron flow takes place 
from the cathode to the plate, back 
through the circuit to the cathode. 
This flow of electrons is known as 
the plate current and can be meas- 
ured by a suitable meter M in Fig. 4. 

As electrons leave the cathode they 
form a sort of cloud of negative charge 
in the vicinity of the cathode which 


tends to repel those electrons leaving 
the cathode. This screening effect js 
known as the space charge effect. As 
the plate voltage is increased, the jp. 
creased voltage tends to neutralize 
this space charge, allowing a greater 
number of electrons to flow. 
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For a given cathode temperature 


there is a definite limit to the electron 
flow. This is called the saturation 
point. Raising the cathode tempera- 
ture will increase this flow within the 


limits of the available emission. A 
typical graph showing the relation 
between the number of electrons 


reaching the plate per second vs the 
plate voltage is shown in Fig. 5. (Occa- 
sionally the small current which flows 
in a diode tube with zero plate voltage 
is caused by some of the electrons 
being emitted from the cathode with 
sufficient velocity to reach the plate.) 

As the plate voltage reaches its 
maximum operating point, it will be 
noted that the plate current tends to 
level off due to the emission reaching 
the saturation point. 


Diode 
If the plate is made negative with 
respect to the cathode (by reversing 
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the plate battery connections), no 
electrons will be attracted to it and 
no current will flow. The tube thus 


acts as a unidirectional device, per- 
mitting current to flow in only one 
direction. When an alternating volt- 


age is applied to the plate, current 
flows only when the plate is positive 
with respect to the cathode. Such 
current is said to be rectified. A 
graphical analysis of such action is 
shown in Fig. 6. 

The most common uses of diodes 
are as rectifiers in power supply cir- 
cuits and as detectors in receivers 
where it is necessary to handle rela- 
tively large signals with small distor- 
tion. 

Triodes 

Dr. Lee DeForest discovered that by 
placing a grid-like element between 
the cathode and plate of a diode, the 
flow of plate current could be con- 
trolled by varying the potential on the 
grid. Such a tube is called a triode, 
and is the basis of almost all modern 


tubes. The action may best be ex- 
| PLATE 
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plained by considering the grid as an 
element which may either aid or re- 
tard the flow of electrons from the 
filament. If the grid is made suffi- 
ciently negative with respect to the 
cathode, it will tend to prevent elec- 


between the grid wires, it may be 
made to have a greater effect on the 
plate current. In this manner we may 
use a relatively small grid voltage to 
control a comparatively large plate 
current. 

As any two of the elements in a 
vacuum tube form a condenser, there 
is a certain amount of capacitance 
between these various’ elements. 
These interelectrode capacitances, 
while small, frequently cause trouble 
when the tubes are operating at radio 
frequencies, inasmuch as the grid 
plate capacitance acts as a coupling 
medium between the input and output 
circuits. It is possible to either neu- 
tralize this capacity by means of a 
bridge circuit, or resort to another 
form of tube called a tetrode such as 
is shown diagrammatically in Fig. 8. 
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The control-grid plate capacitance 
may be reduced greatly by employing 
a fourth electrode in the tube, which 
is known as the screen. This is an- 
other grid placed between the control 
grid and the plate as shown in Fig. 8. 
It is operated at some positive poten- 
tial lower than that of the plate, and 
is by-passed to the cathode through a 
condenser. It is constructed so the 
flow of electrons is not materially ob- 
structed, yet it serves to establish an 
electrostatic shield between the plate 
and grid, since the by-pass condenser 
effectively grounds the screen for 
high-frequency currents and thereby 
assists in reducing the control grid- 
plate capacitance to a minimum value. 
In general practice the use of the 
screen may reduce the control grid- 
plate capacitance from an average of 
8 wufd. for a triode to 0.01 uufd. or 
less for a similar screen grid tube. 
Also, since the screen voltage largely 
determines the electron flow in the 
tube, small changes of plate voltage 
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This is desirable from the point of 


view of stability. 


Pentodes 

Electrons bombarding the plate at 
high speed, may dislodge other elec- 
trons from the plate. This electron 
emission from the plate caused by 
bombardment of the plate by electrons 
from the cathode is called secondary 
emission, because the effect is sec- 
ondary to the original cathode emis- 
sion. In two- and _ three-electrode 
types, these vagrant electrons usually 
do not cause any trouble because the 
plate is the only positive electrode 
present in the tube to attract them. 
They are, therefore, eventually drawn 
back to the plate. In the case of 
screen-grid (tetrodes), the proximity 
of the positive screen to the plate 
offers a strong attraction to these 
secondary electrons, and particularly 
so if the plate voltage swings lower 
than the screen voltage. This effect 
lowers the plate current, and limits 


the permissible plate swing for 
tetrodes. 
PLATE 
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Fig. 12. 
The addition of a fifth electrode 


(another grid called a suppressor) be- 
tween the screen and plate, and either 
maintained at cathode potential, or 
in any case negative with respect to 
plate and screen, eliminates this dif- 


trons from leaving the cathode and have little effect on the plate current. ficulty. The secondary emitted elec- 
the plate current will drop . trons that would normally 
to zero or a low value. If Fig. 10 be attracted to the screen 
the grid is made positive — are driven back to the 
with respect to the cathode, plate by this negatively 
the flow of electrons from CONTROL GRID charged suppressor grid, 
the cathode will be ac- onieae with the result that the 
celerated and the plate PLaTe ~-- plate current is not re- 
current will increase. An duced by secondary emis- 
example of how the plate nein tiie SCREEN _ sion and the amplifi ‘ation 
current varied with a fixed PLATES onios is much greater. A typical 
plate voltage and various SCREEN Grip pentode tube is shown in 
values of grid bias may be CONTROL GRID Fig. 9. 
seen in Fig. 7. eatunse The suppressor is uti- 
By either moving the lized at the present time 
grid closer to the filament mn pontetes for twe dit. 
or decreasing the spacing (A) (B) (Continued on page 57) 
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A Pre-Set Broadcast Receiver 


The tuner is constructed on a separate chassis. 


HEN failure of the family 
broadcast receiver caused one 
of those crises familiar to 


every married man, the writer was 
faced with the necessity of acquiring 
a new receiver, preferably without no- 
ticeable dislocation of the budget. 
However, the better-half has little pa- 
tience with our dilletante efforts at 
radio construction, so we took a care- 
ful look at the commercial jobs avail- 
able. 

It was soon apparent that none of 


Fig. 1. 


the receivers that we studied would 
exactly meet our requirements be- 
cause either too little or too much 
was offered. None of the low priced 
sets had satisfactory audio systems; 
all the money had been put into the 
tuner, with a 6V6 and a six-inch 
speaker tacked on as an after-thought. 
We then looked for a man-sized audio 
system and found it all right, fastened 
to an all-wave front end, enclosed in 
a gorgeous cabinet and bearing a stag- 
gering price tag. Finally we gave up 


Circuit diagram of the tuner section. 


ing this set. 
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by 


A. K. BRUMBOUGH, JR. 


Inglewood, Calif. 


* * * 


Ample stocks of parts are still avail. 


able from most jobbers for build. 


It has unusual and 


original electrical circuit features, 


* * * 


and decided to build our own receiver 
to meet our own ideas. 

For our purposes we needed only a 
simple tuner, preferably of the push- 
button type, coupled to a good quality 
amplifier and speaker. Reception 
could be limited to strong local sta- 
tions only as we had a communica- 
tions receiver for long distance work. 
Simplicity of operation was of para- 
mount importance. We had to guar- 
antee that this rig would not require 
the master’s touch. 

With these ends in view, we can- 
vassed our available materials and 
worked out the arrangement to be 
described. The now acute shortage of 
radio parts was already seriously felt 
SO we were unable to get the things 
we wanted—we had to use what we 
could get. For this reason we are not 
giving a detailed parts list, feeling 
that any other constructor will be in 
the same difficulty and will have to 
exercise ingenuity and good judgment 
to build a similar job. However, we 
would not even bring this receiver to 
notice had we not felt that its dupli- 
cate could not be built even in these 
times. The important things are the 
basic ideas rather than the exact parts 
used. 

Our speaker, output transformer 
and power supply were salvaged from 
a long extinct Majestic 103A. We 
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knew that comfortable, if not perfect, 
reproduction could be secured | from 
this equipment, using Class A 45’s for 
the output stage. 

The tuner is a departure from con- 
ventional construction; we wanted 
push-buttons but could find none 
which filled the bill and had to devise 
a substitute. Rotary tap switches 
looked like the best bet and were tried. 
We built an arrangement that worked 
and soon found that the enforced 
change led to advantages which were 
not at first apparent. Taking advan- 
tage of the flexibility of design per- 
mitted, we ganged six switches to one 
shaft, combining in one knob the func- 
tions usually assigned to several con- 
trols. As finally constructed, the re- 
ceiver has only two knobs, a main 
centrol and the volume control. 

Fig. 1 shows the circuit of the tuner. 
Switches with 12 positions numbered 
I IJ, Ill, IV, V, and VI are all mounted 
on a common shaft which is fitted 
with a spring detent. Numbers II, 
Ili and IV, control the selection of the 
station to be received by cutting in 
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Fig. 3. Section of wafer. 
preadjusted padding condensers. These 
condensers are  bakelite mounted, 
three to a strip, 354ufd. trimmers; 
loaded as required with small fixed 
mica condensers. Coils used are: an- 
tenna and r.f. interstage. The circuit 
is straightforward, well by-passed, 
TRF, using one-half of the 6C8G as an 
infinite impedance detector. We first 
used diode detection with an 85, but 
found that we were unable to get 
satisfactory selectivity at the high 
frequency end of the band. Unloading 
of the third r.f. transformer by sub- 
stitution of the present detector re- 
sulted in a really remarkable improve- 
ment. 

With the diode detector we used 
AVC but the infinite impedance de- 
tector does not supply AVC voltage. 
It is common to use a 6B7 as the sec- 
ond r.f. amplifier and take AVC volt- 
age off the diodes but we were fight- 
ing for selectivity and cooked up an- 
other arrangement to avoid any load- 
ing of the circuits. Switch I is used to 
control bias on the r.f. tubes by in- 
serting cathode resistors in the cir- 
cuit. Approximate value for each sta- 
tion is determined experimentally and 
the proper size resistor is then wired 
in permanently. Only two resistors 
were required in our case. Four of 
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Underside view of tuner chassis assembly. 


the nine stations use only the 340 ohm 
resistors in each cathode return. 
Three other stations use a 1500 ohm 
resistor wired to three points of Switch 
I, while the two strongest stations re- 
quire 2500 ohms to keep them in line. 

Switch V accomplishes the change 
from radio to phonograph operation. 
The audio lead from the detector is 
connected to nine points on this switch. 
By some careful filing we arranged it 
so that all other contacts close before 
those on Switch V providing a desir- 
able muting action which prevents 
loud clicks when changing stations. 

All the above switches are 5-posi- 
tion, two-circuit, wafer switches, al- 
tered as shown in Fig. 3 to operate as 
12-position, single-circuit. The com- 
mon operating shaft is 4” steel rod 
with brass lugs soldered in the right 
location to engage the switch wafers. 
Incidentally this soldering is a tricky 
job. After several futile efforts we 
finally sweated on pieces considerably 
larger than required and filed to the 
exact shape. 

Switch VI is made of salvage parts 
according to Fig. 7. It controls the 
110-volt a.c. for the receiver and the 
phonograph turntable. 


A *, view of the completed tuner is 
shown in one of the photos. The main 
control knob is in the “off’’ position. 
Turning the pointer to any station 
shown turns on the receiver and tunes 
the station to give a fixed r.f. output. 
If the volume control is once set at 
a desired level, it may remain un- 
touched for days of use. In the 
PHONO position the pick-up is substi- 
tuted at the audio input and the turn- 
table is started. With our pick-up the 
phonograph volume level is almost the 
same as that for radio reception. In 
the straight up position both inputs 
are disconnected and the turntable is 


stopped. This point is used for mo- 
mentary standby and for changing 
records. The main knob was made 


from an old tuning knob by cutting 
off all the skirt except for a triangu- 
lar section which serves as the indi- 
cating point. The panel was made 
from part of an ordinary manila folder 
lettered in ink and soaked in lacquer. 
Two panel lights are used. These are 
supported by the No. 12 wires used as 
leads, one to each side of the center 
line. 

Along the left side of the chassis in 
the photo may be seen the 27 padders 


Fig. 2. Circuit diagram of power supply and audio units, 
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Fig. 4. 


by which the stations are tuned. The 
antenna lead is brought in through the 
pin-jack seen between the first two 
coil cans. This lead must be dressed 
away from the padders or oscillation 
will result due to capacitative cou- 


pling. 
Another photo shows the bottom 
view. The ganged switches may be 


seen clearly. It will be noted that 
each stage is enclosed in a separate 


compartment. This fact, together 
with careful bypassing, eliminates 


any tendency to instability. Bearings 
for the switch shaft are in the front 
and rear diaphragms only; in the two 
intermediates the hole must be en- 
larged to give clearance to the switch 


Mechanical layout of the tuner chassis. 


front plate a %” hole permits inser- 
tion of the shank of the detent plate 
which was supplied with the wafer 
switches. This detent serves as a re- 
movable front bearing and locks the 
control in its chosen position. 

The mica loading condensers are 
supported by their own leads, each at- 
tached to its padder. Value of these 
condensers depends on the stations de- 
sired and must be determined experi- 
mentally after the approximate values 
are calculated. 

The volume control was mounted as 
shown to permit the use of short 
shielded leads in the grid circuit of the 
first audio triode. This is the critical 
point for hum pick-up and no precau- 


operating lugs on the shaft. In the _ tion is too great if good results are 
Fig. 6. R.F. output meter. 
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desired. In our opinion use of ac 
battery for bias on the first audio tube 
is far superior to the cathode resistor 
and bypass usually used, but when the 
time came no bias cells were available 
so we were forced to a substitute. 
The lead from the C batteries 
goes to the grid cap of the 6C8G. This 
leaves the other grid connection, that 
on the socket, for the r.f. input, result. 
ing in short leads. With careful work 
the hum level can be brought down to 
almost nil. With no antenna connecteq 
the set is silent even with the volume 
control full on. In the standby posi- 
tion the first audio grid is floating, a 
condition which’ generally means 
plenty of hum; in our case it is barely 
audible. The original batteries are 
still in service, and after 13 months 
still show 4.5 volts. Incidentally, they 
may be checked on any high resistance 
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Figure 5. 


meter, a VTVM is not required as in 
the case of bias cells. 

Layout of the chassis is shown in 
Fig. 4. It was constructed of 16 ga. 
steel with brazed joints and was cad- 
mium plated after assembly. All holes 
except those for mounting the padder 
strips were drilled before assembly. 
Careful work is required to produce 
a rigid base correctly aligned to per- 
mit certain working of the ganged 
switches. All the small holes in Fig. 4 
were drilled with a No. 28 drill to 
clear 6-32 bolts. 

The power supply is conventional, 
except for the unusual number of 
chokes used. Had we had to buy 
these, or had space been limited, we 
would have reduced the number, but 
having the material and the room it 
seemed best to use all the smoothing 
possible. T-2 is the power transformer 
from the old Majestic, T-1 is a small 
6 volt filament transformer supplying 
the tuner tubes and dial light. We 
made T-1 by rewinding a cheap bell 


transformer. Many alternative ar- 
rangements will suggest themselves 


to the experienced constructor. 

The phase-inverter circuit was 
taken from an article in “Electronics” 
for October 1940 by C. G. McProud 
and R. T. Wildermuth. The reader 
may wonder why two speakers. This 
addition is a matter of family politics. 
The 12” speaker, which is necessary 

(Continued on page 64) 
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Manufacturer’s 
iterature 


Our readers are asked to write directly to 
the manufacturer for this literature. By 
mentioning RADIO NEWS and the issue and 
page, we are sure the reader will get fine 
service. Enclose the proper sum requested 
when it is indicated. This will prevent delay. 


New Carter Bulletin No. 100 
The latest catalog now distributed 
by the Carter Motor Company, 1608 
Milwaukee Avenue, Chicago, Ill. il- 
ljustrates and describes many new and 
revolutionary motors and generators. 
Among the items of particular interest 
are the “super” dynamotor designed 
especially for aircraft, marine, police 
and all mobile radio equipment. Then 
there is the high voltage “super,” an 
outstanding high voltage dynamotor 
for light-weight aircraft, marine and 
special communication equipment. The 
multi-output super dynamotor de- 
scribed represents the last word in 
engineering design, efficiency and de- 


pendability. 
A new item is an original p.m. 
“magmotor” for police radio receiv- 


ers, small aircraft transmitters, port- 


able life saving devices and field 
communication equipment. Also in- 
cluded is the new magmotor hand 


generator designed for special emer- 
gency units, and which is playing so 
permanent a role in the service of our 
various military branches. 

Performance charts and reference is 
given for all Carter products. 

Murdock Bulletin No. 42 

Published by the Murdock Manufac- 
turing Co., Chelsea, Mass., this old 
established firm is now engaged in the 
manufacture of headphones for our 
military service. Their new bulletin 
describes completely many types of 
head sets and phones and accessories 
of modern design and of advanced en- 
gineering. 


“Ignitron Mercury-are Rectifiers in 
the Steel Industry” is the title of an 
attractive 28-page bulletin (GEA- 
3827) recently issued by the General 
Electric Company. 

Profusely illustrated, the bulletin 
outlines various conversion-equipment 
problems in the steel industry, and dis- 
cusses the characteristics and the va- 


rious applications of ignitron mer- 
cury-arc rectifiers in meeting these 
problems. Among the subjects dis- 


cussed in the bulletin in reference to 
steel mills are d.c. power supply, d.c. 
Systems, 250-volt distribution systems, 
600-volt continuous mill systems, and 
reversing mill systems. 

Also discussed are the three types 
of conversion units commercially 

(Continued on page 61) 
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U. S. Navy Airplane Sets 


q NE of the great achievements in the year 
(1918) in radio was the % kw. Airplane 
Radio Transmitter used by the United States 
on their dirigibles and airplanes during the great 
war. It was designed for the purpose of com- 
pactness and durability as well as efficiency. 
The panel of the transmitter was constructed 
of a sheet of black bakelite dilecto, reinforced 
by a bent wood frame extending around the 
curved section and metal angles on the sides 
and bottoms. Upon the front of the panel is 
mounted the wave changing device, the quenched 
spark gap, control switch and rheostat, 
the meters. All wiring connections are 
on the back of the panel. 
weighs exactly 44.5 Ibs. 

The transmitter consists of several parts, the 
most essential being the propeller driven gen- 
erator and the panel, which is supported within 
the fusilage. The set is of the 500-cycle 
quenched spark type with a specially designed 
wave changer adjustable for two wave lengths 
—425 and 600 meters. 

The generator is air-driven. It 
two generators enclosed in the same frame 
with both armatures on the same shaft—one 
a direct current generator supplying excitation 
current, and an alternator which develops the 
primary power used in the transmitter. The 
weight of the generator complete is 28.5 Ibs. 

The alternator is a 500-cycle machine and 
runs at 5000 R.P.M. It may safely be oper- 
ated at an output of 500 watts. It is of the 
rotating armature type and has twelve poles 
and develops an open circuit voltage of 75-220 
volts: it is controlled by a brake-control lever 
mounted in the fusilage. The brake consists 
of a steel brake drum integral with the pro- 
peller hub. To start generator it is only neces- 
sary to release the brake. The D.C. 
supplying excitation current for the 
is shunt-wound and 
E.M.F. of 150 volts. 


Sustained Wave Radio 
Telephone and Telegraph 


also 
made 
The panel complete 


consists of 


generator 
alternator 
develops an open circuit 


Transmitter 
HE time arrived in 1919 when the ama- 
teur’s heart's desire was about to be ful- 


filled. He now had at his command the means 
and apparatus for obtaining a satisfactory radio 


telephone for moderate range transmitting. The 
success of this new art was due to the rapid 
development of the vacuum tube which was 


used as a radio frequency generator, also newly 
developed arcs suitable for sustained wave gen- 
eration and means for operating the same on 


short wavelengths. In addition to these de- 
velopments, the improvement of modulating 
means for this sustained wave generator, had 


made its application comparatively 
readily applicable to amateur 
and telegraph transmitters. 
The generation of high frequency or sus- 
tained wave oscillations for this set comprised 
three vacuum standard make, such as 
the Moorchead type, all of which are connected 
in parallel. The writer had found by test that 
a single receiving vacuum tube with high 


simple and 
radio telephone 


tubes of 


from 
vacuum and high plate potential, it 
sible to obtain about 5 to 8 watts of high fre- 
wavelengths 


was pos- 
quency energy on ranging from 
1350 to 600 meters with a normal filament cur- 
rent. It was then possible by the use of three 
vacuum tubes, as used in this set, that about 
20 watts of high frequency energy be obtained, 
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when operating the plate potential of the three 
tubes on 900 to 1,000 volts and a filament 
current of 34 of an ampere, which is the 
normal current necessary to operate the tung- 
sten filament vacuum tubes, such as the Moore- 
head type. 


Try Out Airplane Signal 
XPERTS of the Army Signal Corps began 
experiments with a recent invention which 
they believed would prove valuable in making 


the airplane a commercial utility. Described 
as an “audible beacon,” the new contrivance 
was designed as a signal which will advise 


the aviator not only of his own position re- 
gardless of weather conditions, but will serve 
as accurate marks for suitable landing places. 

“The beacon” was said to be a combination 
of the radio telephone and the ordinary phono- 
graph. Its operation was more or less auto- 
matic and could repeat a word or signal desig- 
nating its position. For instance, one at Lang- 
ley Field, the interdepartmental aviation base, 
might send out the call “Langley” at 
intervals ; 

Officials working on the invention believed 
that the next step would be the adoption of 
the sound-ranging device, then used by armies 
in connection with artillery fire, to enable avia- 
tors to determine without delay the distance 
and directions of the call of any one of these 
sending stations. 


stated 


High Spark Frequency in 
the Amateur Field 


HE 1919 radio amateur was continually 

striving to increase the efficiency and ra- 
dius of his transmitting set. Restricted as he 
was to a wave length not exceeding two hundred 
meters and a maximum power input of one 
kilowatt, it was up to him to find other means 
of extending his radius of communication. One 
of the best ways to do this, as many experi- 
menters found, was to increase the spark fre- 
quency of the transmitting set and make the 
other necessary changes essential to resonance. 
A large majority of the amateur stations thru- 
out the country, holding long-distance records, 
owe the enviable performances of their sets to 
the good carrying properties of their signals 
due to the clear, musical and penetrating note 
of the high-pitched spark. 

The this increase of range ac- 
companying the use of a high spark frequency 
are easily understood after a little considera- 
tion. The modern long-distance receiving set 
then used the telephone as a means of making 
the radio oscillations audible. It was proven 
by experiment that the type of telephone used 
in wireless telegraphy was far more sensitive 
to high frequency currents than to those of 
low frequency. From tests made at the U. S. 
Bureau of Standards by Mr. L. W. Austin in 
1919, a pair of telephone receivers 
showed an increase in volt-sensitiveness of ap- 
proximately one thousand, from 60 cycles to 
900 cycles. The human ear also seemed to be 
more sensitive to sounds of high notes of the 
radio signals from atmospheric and other low 
tone interference. There appeared to be a 
practical limit to high frequency however, at 
about 500 cycles per second. Above this fre- 
there is not as material an increase in 
sensitiveness and also there is an additional 
difficulty for the amateur of excessive rotary 
gap-speed. 
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by JERRY COLBY 


HAT is one essential public 
WW asi loss is the defense in- 
dustry’s gain in the case of 
Matt Murray, erstwhile Los Angeles 
Police Department radio technician. 
And radioman par excellent! Al- 
though Matt wasn’t the Chief he filled 
in when the Chief was out on a binge 
or some such thing. Right now Matt 
is doing noble duty as a test engineer 
with Consolidated Aircraft Corp. down 
San Diego way. Sez Matt, “I felt that 
a few extra bombers for the boys 
would kinda stop them tripe so I 
pitched in to lend another shoulder 
to the wheel.” And it looks like he’s 
doing same. Good luck, OM. 


ILLET openings please note: Sam 

Greco, ex W8BW asks, “Where 
can an old ham op who has held an 
operator’s ticket for the past twenty 
years and has a physical deformity 
not interfering with his getting around 
well enough to run a radio service 
business get a job? Soif any of youse 
Personnel Managers can find a spot 
for a good radioman how's to drop us 


a line which will be forwarded. He 
may just have false teeth. Quien 
sabe ? 


ND Brother C. A. Waggoman out 

of Port Arthur, Texas, asks 
what’ll he do with a First Class ’Phone 
ticket and a Second Class Telegraph 
ticket if his eyes or his ears or his age 
(40) might keep him out of the Navy? 
He would rather not get on a tanker 
inasmuch as “I have heard that a man 
from here is on one and only gets 
$90.00 as radiop and $25.00 as clerk.” 
This t’aint the way we heerd it from 
the union bulletins. It seems that 
crossing bridges before they arrive 
is one sure way of getting gray haired 
and nervous indigestion. So for the 
sake of good health we'd suggest wait- 
ing for the Navy pill specialists to 
hand out their official NG. If any 
reasons for non-entrance should be 
observed it would then be soon enough 
to find a billet in the Merchant Ma- 
rine. From all the reports we've had 
they can sure use a good radiop. So 
hang on to your tickets 'cause you'll 
be using them sooner than you think. 


ELL, Brother Harold Craig 
seems to have gone and done it. 
Yeh, it must be in the air, spring or 
no spring. Although the institution 
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of marriage is age old, the novelty of 
getting a knot tied is still being rel- 
ished by the best of men and Brother 
Craig seems not to be any different. 
This will not come as a shock to his 
many friends who have known the 
many bachelor years HC put in. And 
we hope that he has only smooth 
sailing days ahead and clear skys. 


B BOLVIN who has been holding 

‘down the midwest’s correspond- 
ent billet for ye ed up and “took a 
duration leave from the PD and went 
to work for this outfit (War Depart- 
ment, Aircraft Radio Labs). Am do- 
ing inspectional work at contractors 
plants in the Chicago area at present. 
He sez, “Re the priorities, it’s true 
that the PD usually ends up with what 
they need but sometimes it is a long 
wait these days. An “A-10” is waste- 
basket stuff for most manufacturers 
now and that is the rating the Police 
Departments get. “A-1-A” is the only 
thing that gets action, and I could 
tell you about plants which won't even 
accept anything lower than “A-1-K”’ 
for their books. Don’t feel badly when 
the tire Board doesn’t give. There are 
many departments in Uncle Sammy’s 
own organization wondering’ what 
they did to deserve the ratings issued 
to them. From up Lake Michigan 
comes the report that the Navy has 
taken over at WMW, Manitowoc, Wis- 
consin, and that they wanted the gang 
there to take a cut in pay. I don't 


get it. Whatever the real dope is, 


(Continued on page 80) 


“Removing local interference.” 
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“FREQUENCY MODULATION. 


| by August Hund, Member of Navy Ra. 


dio and Sound Laboratory, San Diego 
Calif. Published by McGraw-Hil] 


| Book Co., Inc., New York, N. Y, 368 


| pages plus index, 6x9. 


Price, $4.00. 
Frequency modulation is a new de. 
velopment in the art of radio, and 
short cuts should be used only when 
the features that frequency modula. 
tion stands for are not violated. The 
main features are high fidelity trans. 
mission and a modulation system that 
avoids some of the interference other. 
wise occurring in the transmission by 


| means of carrier currents. A thorough 


| of concern in F.M. systems. 


| 


knowledge of the principle’s underly. 
ing frequency modulation is essential] 
to an appreciation of the design nec. 
essary for the apparatus. The purpose 
of this book is to present an engineer. 
ing text on F.M. covering both basic 
principles and the design of commer. 
cial apparatus. The practical appli- 
cations that are prescribed follow 
closely good present day engineering 
practice. The text is divided into five 
chapters and an appendix. The first 
deals with fundamental relations and 
discusses noise interference and wave 
propagation in the upper megacycle 
range of carrier frequencies, which are 
Chapter 
2 deals with auxiliary apparatus such 
as frequency modulators, frequency 
discriminators and amplitude limiters. 
Chapter 3 gives descriptions of all 
commercial F.M. transmitters manu- 
factured in this country. Chapter 4 
gives a detailed description of F.M. 
receivers. Chapter 5 deals with re- 
ceiver and transmitter aerials as well 
as with features such as are being used 
in the range of frequencies assigned to 
F.M. stations. 

This up-to-the-minute treatise is a 
most valuable reference and _ study 
guide, and should be included in every 
engineer's library. It will also serve 
admirably as an informative text book 
for the student. 


“MYE TECHNICAL MANUAL,” 
published by P. R. Mallory & Co., Inc., 
Indianapolis, Ind. 

This new technical manual has 
found wide application with students, 
servicemen, and engineers and by per- 
sonnel of our Army, Navy and Marine 
Corps. It consists of 392 pages of up- 
to-the-minute and practical informa- 
tion. It bridges the gap between radio 
theory and actual practice. Many 
topics are discussed, and the contents 
of the book are profusely illustrated 
with colored drawings. 

Chapters appear which deal with 
loud speakers and their use, super- 
heterodyne first detectors and oscil- 
lators, half-wave and voltage-doubler 

(Continued on page 62) 
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AVIATION RADIO COURSE 


by PAUL W. 


KARROL 


Part 9 of the series tells what techniques are employed by 
radio personnel at a typical airlines communications plant. 


craft radio equipment is designed 

and constructed to the most ex- 
acting specifications and must be 
capable of performing in a manner 
suitable to specific service require- 
ments. The conservative ratings in- 
volving distance coverage, equipment 
stability under stress, power capabili- 
ties, etc., are such in scope that under 
the most trying circumstances the 
equipment will render the service re- 
quired. But regardless of the efforts 
taken to perfect design and set con- 
struction, aircraft radio equipment is 
only as efficient as its operator. The 
same applies to ground radio appa- 
ratus. 

Operating the radio equipment 
aboard multi-motored aircraft is no 
simple matter and requires personnel 
trained specifically for the task be- 
cause of the numerous considerations 
involved. The radio operator must 
know what is expected of him in the 
air before the aircraft he is to operate 
in, leaves the ground. This requires 
“ground schooling’ and apprentice 
flight training. Formal class room in- 
struction, working under the tutelage 
of experienced instructors, and actual 
supervised “flight-radio” operation 
(apprentice flight training) are pre- 
requisite to becoming a _ qualified 
aerial radio operator. 

Equipment limitations must be 
known by the operator as well as the 
operating routine and procedure used 
by the agency by whem he is employed. 


[: AN aircraft radio factory, air- 


Using small side-cutters. 


January. 1943 


It is not enough that he know the 
International Morse Code and be pro- 
ficient in its employment, but he must 
also know the thousand and one minor 
details which are positively essential 
to good operation. 

In order to acquire the knowledge 
necessary for an aircraft radio oper- 
ator’s berth, a person should of course 


Long-nose pliers for tight places. 


Code 
and attain a speed of at least 35 words 


learn the International Morse 
per minute; that is, be capable of re- 
ceiving and transmitting 35 words per 
minute, five characters to a group, 
for at least five minutes. He then 
must learn commercial radio proce- 
dure. This can best be learned by at- 
tending a school specializing in the 
training of sea-going radio operators. 
After studying enough theory to se- 
cure a Second Class Radiotelegraph 
License with phone indorsement, it 
will be necessary that he understand 
the equipment he is to operate and 
the station routine required by vari- 
ous agencies employing aircraft radio 
operators. The last two mentioned 
can be easily acquired by working 
with trained operators, as mentioned 
above. 

The aircraft radio operator has a 
very responsible position. This may 
be readily understood by delving into 
his specific duties. 

In addition to transmitting position 
reports to ground stations during a 
projected flight, he must receive 
weather and route information; dis- 
patch messages for passengers and 
Captain of the crew; assist the navi- 
gator by taking radio bearings or 
transmitting to ground d.f. stations in 
order that they may take bearings 
on the aircraft and transmit these 
back to the aircraft; send reports to 
craft at sea and in the air, such as 
weather information, position of other 
craft, whether in the air or on the 
sea, etce.; and take care of distress 
work. 


The military aircraft radio oper- 
ator’s duties are very similar to those 
given above. With a maximum of two 
weeks training he could readily qual- 
ify as a scheduled aircraft (commer- 
cial) radio operator, if he possesses 
the proper code speed. 

An ocean going radio operator 
would only need, on the average, about 
one week to qualify as an aircraft 
radio operator because his duties 
closely parallel those of the air oper- 
ator. On the other hand, it would 
take a ground radio station operator 
who has no knowledge of the code 
(such as those found in some broad- 
cast stations) at least five months if 
the study of code is pursued diligently. 

When an aircraft radio operator 
climbs into his plane, settles himself 
before his operating table, arranges 


his log, checks his equipment, and 
awaits the take-off signal from the 
Captain, you may rest assured that 


he knows exactly what he is going to 
do during the whole trip; of course, 
barring unforeseen exigencies. 

As soon as the aircraft leaves the 
ground he calls the ground station and 
makes a final check on his equipment. 
The pilot does likewise with his equip- 
ment which consists usually of a re- 
ceiver, transmitter, interphone system, 
etc. (The co-pilot will ordinarily as- 
sume the duties of “command radio 
operator.” ) 

At regular intervals (or when neces- 
sary due to the urgency of traffic) the 
radio operator will contact the base 
station just left or another station 
enroute, and send position reports 
(position as taken by navigator after 
last contact); reports on the weather; 

(Continued on page 77) 
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mike. 


LEXANDER GRAHAM BELL 
AW transmitted a complete sen- 

tence between two points in 
March, 1876, and proved the carbon 
mike would work. Fig. 1 shows a 
drawing of such a mike, the familiar 
single button carbon _ transmitter. 
Even today, because of its high sen- 
sitivity, this mike is often used in 
communications. The modern tele- 
phone is an example of a highly re- 
fined carbon transmitter. Manufac- 
tured from anthracite coal, the car- 
bon granules in the mike may number 
as many as 3,000, which tends to make 
the resistance vary uniformly when 
sound is impressed on the diaphragm. 
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Fig. 1. Cutaway of single-button mike. 
A typical carbon mike has a re- 
sponse which is fairly flat from 100 to 
1,000 cycles, with a peak at 1,500 and 
a gradual loss of voltage output from 
2,000 to 5,000 cycles per second. The 
front and rear electrodes of such a 
mike usually are mounted in a cup 
like arrangement, using a mica washer 
which is clamped rigidly in position 
and is fastened to the front electrode. 
This electrode is free to vibrate when 
sound is impressed on it. The moving 
diaphragm is secured to the front elec- 
trode stud and is held in position by 
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MICROPHONES— 
HOW 10 USE THEM 


WILLARD MOODY 


An interesting analysis of representative types 


of microphones that is designed to apply to all 


makes and models now in professional services. 


damping springs, which serve to pre- 
vent the diaphragm from resonating 
at its own mechanical period. This 
cuts down on distortion. 

A typical mike of good quality is the 
Stromberg Carlson Model 6, which has 
an output of 20 db with reference 
to a standard power level of .006 watt. 
Its current is 15 ma. at 1.5 volts and 
it has an impedance of 100 ohms. As 
most mikes are rated on the basis of 
standard pressure of 1 bar (one dyne 
per centimeter’) we may assume this 
mike gives rated output for 1 bar 
sound pressure input. Talking into a 
mike in an average conversational 
tone at a distance of about 10 inches 
results in the development against the 
diaphragm of a 1 bar pressure. In 
such mike circuits a steady d.c. current 
flows, an alternating current and har- 
monics. The diaphragm is stretched 
tightly to make its mechanical period 
higher than any frequency in the band 
of audio frequencies which are to be 
reproduced. The more the diaphragm 
is stretched, however, the greater is 
the loss of sensitivity. 


Double Button Mike 
Distortion can be reduced by using 
a push-pull arrangement which can- 
cels the even order harmonics. A 
mike of this kind has a curve which 
is fairly flat from 90 to 7,000 cycles 


in a typical case. The carbon hiss, 
however, makes such mikes unsuit- 
able for broadcast transmission. A 


drawing of this mike is given in Fig. 
2. <A .002 inch thick duralumin dia- 
phragm is usually used, with the car- 
bon buttons in contact with a gold 
plated spot on the diaphragm. Be- 
cause the diameter of the carbon 
granules is .005 inch, they stay in 
place and don’t fall out, yet are free 
to move in the cup. The Universal XX 
has an impedance of 400 ohms, output 
of 50 db with .006 watt level, re- 
quires a 3-volt battery and has an 


of 100 to 


Carbon Mike Troubles 
The resistance of each button cir- 
cuit must be balanced to prevent dis- 
tortion. Packing may be caused by 
too great pressure between points of 
contact or by “sticking” due to ex- 
cessive current. Decreased resistance 
and sensitivity of the mike indicates 
packing which then requires that new 
carbon granules be installed. In radio 
broadcasting, loud musical passages 
cause carbon mike packing, and for 
this and other reasons such mikes are 
not used in studio work but find ap- 
plication in the field of special events. 
A milliameter in each side of the mike 

circuit permits easy balancing. 


overall range 1,000 cycles. 


Condenser Microphone 
This form of mike is seldom used in 


Double-button mike construction. 


Fig. 2. 
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modern radio. A drawing of it is 
shown in Fig. 3. ‘Having a high im- 
pedance, it must be built into a head 
containing a stage of pre-amplification 
to avoid severe losses in a cable coup- 
ling the mike to the audio input. The 
capacity usually is about 220 to 400 
uufd. and the steel plug, and dia- 
phragm of .0018 inch duralumin, are 
separated about .0015 inch. The dia- 
phragm is stretched close to its elas- 
tic limit to get the resonant mechan- 
ical frequency above the highest audio 
frequency to be reproduced. The out- 
put is about —60 db and varies with 
temperature. 


Dynamic Microphone 

This type is shown in Fig. 4. Sound 
pressure produces movement of the 
diaphragm which has a coil attached 
and a voltage is induced in the coil 
as the result of cutting the magnetic 
lines of force set up by the permanent 
magnet. This voltage is, 


e Blx 
where e = voltage output 
B = flux density of electromag- 
netic field, gausses 
] length of wire in the coil 
x = velocity of the moving coil 


The W.E. 630-A is typical, has an 
output of 
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Fig. 3. Cutaway of condenser microphone. 


level of 1 volt per bar. Its impedance 
is 30 ohms and range is from 40 to 
greater than 10,000 cycles per second. 
Because of the spherical shape it is 
sometimes referred to as the “8 ball.” 
The pick-up characteristic is non- 
directional. 


Inductor Mike 

Voltage is generated in a conductor 
secured to the moving aluminum dia- 
phragm and a bolt of silk forms a 
mechanical-acoustic resistance. To in- 
crease rigidity, the diaphragm is 
slightly concave with supporting edges 
corrugated to give correct compliance. 
A strong magnet supplies the field flux 
in which the .07 ohm conductor moves. 
The impedance with transformer is 
250 ohms and output is 70 db with ref- 
erence to a 12.5 milliwatt level. (RCA 
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Fig. 4. The dynamic microphone uses a permanent-magnet. 


50-A.) The mike is rugged and not 
affected by ordinary shock. 


Velocity Microphone 

In Fig. 5 is an example of this type 
mike. Pressure type, open to air on 
one side, it is terminated in an acous- 
tic impedance on the other side and 
has a cardioid pick-up pattern, sim- 
ilar to that of a loop antenna with 
sense antenna connected. Typical of 
this form is the RCA 77-A, with out- 
put of .317 volt across 250 ohms for 
an input of 10 dynes per sq. cm. and on 
open circuit the output is —89 db with 
reference to a 12.5 mw. level and 
sound pressure of 1 bar. 


Velotron Microphone 

This mike uses a ribbon moving in 
an electrostatic field, with response 
controlled by variation of the polariz- 
ing voltage. The circuit looks some- 
thing like that of a condenser mike 
system, except the moving element is 
a ribbon. 


Crystal Microphones 

Basic construction is shown in Fig. 
6. The voltage output is in phase with 
the sound pressure. The output volt- 
age is proportional to the movement 
of the crystal produced by sound and 
the force required to produce a move- 
ment is proportional to the area on 
which the sound acts and to the pres- 
sure. A typical mike is the Brush AR 
26 which has a range of 30 to 10,000 
cycles, flat within plus or minus 3 db. 
Output is —66 db for a level of 1 
volt/bar. A laboratory mike made by 
this company has a range of 30 to 
20,000 cycles, flat within 1 db, and 
output level of —-86 db for 1 volt/bar. 
Crystal mikes must not be used in 
temperatures above 130° F. as they 
permanently lose piezo-electric prop- 
erties if this temperature is exceeded. 
The lower limit is —40° F. 


Practical Mike Circuits 

The set-up shown in Fig. 7A can be 
used for small transmitters of the 
portable type. The mike is a single 
button carbon and will give 3 to 6 
volts peak across the grid resistor. 
Usually it is best to connect a single 
dry cell and to avoid fussing with bat- 
tery adjustments, especially where un- 
trained operators must use the equip- 
ment. In Fig. 7B the circuit for a 
crystal mike is shown. This type is 
relatively simple to hook up and the 
quality is good. However, crystal 
mikes won't stand any great amount 
of abuse and where shock is antici- 
pated this mike should not be used 
generally speaking. The output will 
be about 1 millivolt from grid to cath- 
ode, assuming a reasonably short mike 
cable. In Fig. 7C, the double button 
carbon transmitter is shown. 

A milliammeter may be used in 
breaking the circuit at points marked 

(Continued on page 72) 
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Fig. 5. The ribbon mike is still popular. 
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Presenting latest information on the Radio situation. 


RADIO IN CHINA HAS NOT, as yet, un- 
fortunately reached into the homes of 
many of the millions in China. Be- 
cause of the vast distances, geological 
problems, and the innate peculiarities 
of the people in China, it has been 
difficult to establish this contact, sup- 
ply all of the transmitting points re- 
quired and provide, too, the millions of 
receivers that are necessary. This lack 
of receivers has been greatly empha- 
sized since the beginning of the Sino- 
Japanese war and now, particularly, 
with the waging current global war. 
Such were the comments of T. Y. Low, 
Deputy Chief, Film Section, Military 
Affairs Commission, Government of the 
Republic of China, during an interview 
at the recent Society of Motion Picture 
Engineers Convention held in New 
York City, where Mr. Low was a fea- 
tured talker. In view of this condi- 
tion, Mr. Low explained it was neces- 
sary to use motion pictures. Mobile 
trucks, carrying such motion picture 
equipment, travelled in one instance to 
inner Mongolia and during a period of 
twelve months entertained over a mil- 
lion and a half persons. These persons 
travelled up to 200 miles to attend 
these showings. And as many as four 
thousand were in attendance at any 
one time. Many of the films were 
American with a dubbed-in transla- 
tion. The translation, of course, was 
a visible one which appeared on the 
film as the persons spoke. This visual- 
sound method of entertainment and in- 
struction was found to have tremen- 
dous sway. It is believed, therefore, 
that such a presentation which is nat- 
urally international in scope, presents 
an important possibility for the future 
of television in China. There is no 
doubt that such equipment is more ex- 
pensive than the radios, of which there 
are so few now, but since one tele- 
vision receiver can entertain many and 
since it has such dynamic appeal, its 
application promises are high. The 
possibilities that television offers, par- 
ticularly when used in mobile units, 
are thus beyond the human scope of 
imagination. 


THE 
PROMPTED 


PRESENT EMERGENCY HAS 
MANY UNUSUAL INNO. 
VATIONS. One of these recently dis- 
cussed, concerns the adoption of an 
inter-communication system in motion 
picture theaters. It is quite evident 
that means of communicating between 
the booth and other sections of the 
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theater are very essential in ordinary 
times and thus particularly so during 
possible emergencies. Although pres- 
ent plans are not very complete, it ap- 
pears, though, that both the ultra-high 
frequency reflecting system as well as 
the telephone system may be_ used. 
The radio system, of course, has the 
advantage in that it is completely mo- 
bile, or portable, and thus does not re- 
strict the receiving or transmitting 
points. Some demonstrations held with 
these “‘walkie-talkies” have been very 
successful. Of course, there is the 
problem of FCC licensing. In view, 
however, of the importance of the 
project, it is very probable that such 
permission will be granted when the 
systems are finally adopted. 


THEY WONT BE MAKING SHORT. 
WAVE sets in Germany any more, or 
rather, short-wave sets for Germany 
will not be available any more. Do- 
mestic sets for use by listeners in Ger- 


many, which are now being made 
either in Holland or in France, will 


hereafter be capable of receiving only 
the Deutschlandsender and other local 
transmitters. By curtailing this man- 
ufacture, they hope to stem the tide 
of the tremendous short-wave program 
of the Allies. It is, fortunately, a bit 
late for this move, since millions have 
short-wave sets and millions more will 
be made in shops and cellars by the 
dexterous people of the occupied coun- 
tries, so that they can hear the truth. 


Special Intercom unit for welders. 


IN A RELEASE RECENTLY SENT OUT 
BY THE FCC, covering the discontinuy- 
ance of ham license grants, the FCC 
said that “the call letters of outstand- 
ing amateur station licenses will be 
reserved for assignment to the present 
stations licensee upon proper applica- 
tion when licensing of amateur sta- 
tions is resumed, insofar as it is pos- 
sible and practicable to do so.” It did 
appear, therefore, as if call letters 
might be shuffled a bit. However, the 
FCC did not mean that they will dis- 
rupt this identification custom, but 
rather that they may have to use cer- 
tain call letters and frequencies dur- 
ing emergencies that will call for pos- 
sible changes. This is a remote move 
and it does appear as if the call let- 
ters, of which so many hams are proud, 
will be back again with their original 
owners when it is all over. 


F-M SEEMS TO BE GOING ALONG on 
its own merry way to the delight of 
thousands. Recently compiled statis- 
tics show that F-M enthusiasts have 
an average of as much as 10! hours 
of service. Of course, there are areas 
in which 24-hour service prevails and 
there are still others in which the 
6-hour minimum required by the FCC 
is in force. The latter is in the mi- 
nority. Although at the start F-M pro- 
grams were mostly duplicates of those 
presented on A-M channels, today over 
73’, is non-duplicated. As a matter of 
fact, there are eight stations whose 
programs are entirely conceived and 
prepared for F-M transmission. Re- 
ports show that there is very little 
likelihood of any of the F-M stations 
curtailing their operating schedules. 
Of course, it may be necessary for 
some of them to reduce their sched- 
ules because of their inability to se- 
cure replacement parts or tubes. We 


hope, of course, that this will be in 
the very distant future. 

It is interesting to note that West- 
inghouse already has four F-M sta- 
tions, the latest one of which is 


W49FW at Fort Wayne, Indiana. 

RADIO WILL BE BRITAIN’S NUMBER | 
national entertainer this winter, say 
the editorials of London's papers. It 
is important, they say, that dealers 
and radio service men who remain at 
the home front, see to it to the best 
of their ability, that every radio set 
in use is maintained in working order 
so that the great work of the broad- 
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casting service of England can con- 
tinue. It’s “Keep "Em Playing” in 
England as in America. 


THEY'RE ASKING FOR MORE AND 
MORE WOMEN for service in radio in 
the military and civilian. There are 
jobs in nine branches of the war serv- 
ice. For instance, the Civil Aeronau- 
tics Administration offers a six-month 
course at $1,440 a year. Upon com- 
pletion of the course, there is an ad- 
vance to $1,620 and further advance- 
ments further on. The position is en- 
titled “Trainee Junior Aircraft Com- 
municator.”’ 

For the Army air forces, women stu- 
dent instructors are necessary. Nov- 
ices will get $1,620 a year and experi- 
enced instructors will get $2,000 a year. 
There are four schools in operation. 
Their locations are .. . Scott Field, 
Illinois; Sioux Falls, South Dakota; 
Madison, Wisconsin, and another in 
Chicago. At the Signal Corps General 
Development Laboratory in Fort Mon- 
mouth, N. J., women from 16 to 50 are 
being paged for a six-month course 
which pays $120 a month with an in- 
crease to $135 upon completion of 
training. Lieutenant John T. Free- 
man, who is the assistant personnel 
officer, has the job of looking for and 
training women. 

At the Bureau of Ships, Navy De- 
partment, in Washington, Lieutenant 
L. B. Wheeler is asking for applica- 
tions for women in the radio section. 
Salaries offered are $1,400 to $1,800 for 
new comers. College graduates earn 
from $2,000 to $3,200 a year. Other 
naval departments requiring women 
include the Naval Ordnance Labora- 
tory and the Naval Research Labora- 
tory. At Naval Ordnance, Ralph Caut- 
ley is in charge and at Naval Research, 
Fred A. Pierce is the man to see. 

The famous research unit at the Ra- 
diation Laboratories Massachusetts of 
the Institute of Technology is also on 
the look-out for women. In this di- 
vision, appoints are by contract and the 
salaries start at $1,500 a year. 

The Army Signal Corps has already 
begun training members of the 
WAAC’s to replace enlisted men as 
radio operators and radio mechanics in 
Army Air Force headquarter compan- 
ies. The training is being conducted 
at the Midland School, Kansas City, 
Missouri. Those learning radio opera- 
tion will receive a 13-week course. The 
radio mechanics course will last 8 
weeks. For these courses, candidates 
receive code aptitude tests and trade 
aptitude tests. Many women formerly 
employed in radio plants are members 
of this new trainee group. Others in 
this new class include those who have 
attended special night classes at radio 
school and at the American Women’s 
Voluntary Services’ night school, whose 
efforts by the way cannot be too highly 
commended. 

Probably one of the foremost women 
instructors in radio is Mrs. Dorothy 
Hall, wife of the well-known Lieuten- 
ant Commander Horace Hall, USN, re- 
tired. Mrs. Hall, who like many, began 
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with radio as a hobby, is now an assist- 
ant to Professor H. N. Partridge, di- 
rector of Broadcasting and Radio In- 
struction at New York University. She 
is teaching code and radio theory. Her 
students, oddly enough, do not include 
women, but rather cadet students of 
the Army Air Corps and many others. 
Mrs. Hall, it will be recalled, estab- 
lished short-wave communication with 
isolated Pitcairn Island in the South 
Pacific in 1938, which resulted in the 
shipping of food and medical supplies 
to the stranded members of Pitcairn 
Island. 


THE PUBLIC ADDRESS ENGINEERS OF 
ENGLAND who have their own engi- 
neering society in London, have recent- 
ly adopted standard renting condition 
for public address devices. In these 
forms they have established recom- 
mended charges and solution to prob- 
lems covering both merchandising and 
technical activities. The society has 
done much to mold the effectiveness of 
the public address engineers in Eng- 
land, having also solved many techni- 
cal problems. 

In organizing this society, not only 
were the foregoing problems a factor, 
but also the development of component 
standardization. The maintenance of 
quality public address work was also 
decreed as an essential. At the recent 
annual meeting, the reports indicated 
that membership has shown an in- 
crease. This was predicated, according 
to the officials of the society on the fact 
that public address work is going to be 
a very important factor in the post-war 
era and that as such, it is necessary 
that a solidified organization be avail- 
able to act effectively. 


THERE IS GOOD NEWS FOR THE SERV. 
ICE MAN from Washington. Replace- 
ment parts for receivers should be able 
to flow with greater consistency be- 
cause of relaxations set forth in a new 
interpretation of order L-183. Of 
course, as we have said before, all of 
these programs are predicated on the 
availability of material. The new con- 
trolled materials plan should serve 
though to provide the necessary mate- 
rials required to produce the various 
replacement parts needed. 

Probably the greatest problem today 
is that of tubes. Although it has been 
estimated that a tremendous supply of 
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tubes is available, surveys show that 
the supply isn’t so tremendous. The 
estimated supply at the present time is 
approximately twenty million. When 
it is realized that there are over forty- 
eight million receivers in use and that 
over forty-three million replacement 
tubes will be required, it can be readily 
seen that there is quite a problem on 
hand. And it must be remembered, 
too, that tube manufacturers are pro- 
ducing more tubes now than the high- 
est production schedule ever called for 
in peace time. As a result, raw ma- 
terials have been virtually gobbled up 
in enormous quantities. The WPB real- 
izes this and is making every effort to 
provide for the manufacture of tubes 
on some consistent basis so that a flow 
of tubes will prevail. Washington real- 
izes that it has a very difficult project 
on hand involving a variety of com- 
plexities. But it also realizes that 
without tubes radio becomes quite a 
sick child. Thus, there is every belief 
that a solution to this awkward prob- 
lem will be provided quickly. 


THERE WILL BE A CIVILIAN “M” DAY 
next July Ist. On that date, Donald 
M. Nelson expects that the peak of 
maximum war production will be 
reached and that as a result, we shall 
know the worst that can happen to 
business and also, how far rationing 
will have to be extended. We should 
also know at that time which goods 
will be considered non-essential and 
thus which goods may or may not be 
continued to be made. The new con- 
trolled materials plan, which it is 
hoped, will provide the effective solu- 
tion to the production program, will 
begin operating in the second quarter 
of 1943. At the beginning, it will be 
concerned only with three basic critical 
materials, steel (both carbon and al- 
loy), copper and aluminum. As other 
materials become sufficiently critical 
to require control they will also go un- 
der the controlled materials plan. 
During the third quarter, all such ma- 
terials will probably be brought into 
the plan. 

Two classifications of allotments will 
be maintained under this new program. 
They will be identified as “A” and “B,” 
with the class “A” products receiving 
their allotments with an allotment 
number directly from the claimants’ 
agencies. In other words, manufactur- 
ers working on such items as tanks, 
aircraft, etc. generally are contracted 
for, by or through a claimants’ agency. 
In the class “B” section, we have prod- 
ucts such as radio, generators, electri- 
cal appliances and general parts fre- 
quently incorporated in other prod- 
ucts and civilian items. These will re- 
ceive their allotments from their WPB 
industry branches, which in turn will 
receive allotments through the Office 
of Civilian Supplies. Each claimants’ 
agency will be able to allot for each 
month up to 105% of its monthly al- 
lotment. This over-allotment is in- 
tended to stimulate increased produc- 
tion from producers of controlled ma- 
terials. Claimants’ agencies will also 
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be authorized to make allotments for 
future quarters on the basis of declin- 
ing percentages of allotments estab- 
lished for the current quarter. Briefly, 
the plan will provide for the distribu- 
tion of materials and control of that 
distribution so that the materials need- 
ed most to win the war will be avail- 
able. 


THE POPULARITY OF ELECTRON- 
ICS has gained such favor that already 
many associations identified with radio 
and electrical work have either 
changed their names to feature elec- 
tronics or at least included the title. 
The most recent of the associations to 
consider adoption of electronics is the 
NEMA. They plan to change the sec- 
tion called Radio Appliance and Elec- 
trical Division to Electronics Division. 
Over at RMA they are also seriously 


considering the substitution of the 
word “electronics” for “radio.” Of 
course, it must be remembered that 


electronics is an all-encompassing word 
and concerns the vacuum tube and its 
electronic properties in a wide variety 
of applications of which radio is one. 
To date, radio has probably held the 
greatest prominence in its association 
with the vacuum tube, since to a great 
measure, its most effective use was 
begun here. Of course, this is notwith- 
standing the use of the X-ray and oth- 
er similar type tubes. It was, though, 
through the effective control of the 
electron in these radio tubes and their 
affiliated brethren that electronics be- 
came so important a factor. Today, 
of course, there are many special tubes 
that are used for electronic work, that 
have no full identification with radio. 
However, the inner activity of the tube 
resembles in most instances that of 
the radio tube. And thus, it is simple 
to see why the word “electronics” 
seems to have such an attractive call 
to many. In view, however, of the 
fact that radio still is a vital science in 
itself, involving many factors of which 
it is possible to call the vacuum tube 
but one of them, the word “radio” 
should be retained as an effective 
means of identification. 


TUBES FROM OUR COUNTRY will soon 
see service in the receivers of England. 
A comparatively large number of 
American tubes have been exported 
under the Lease-Lend Act. Thus far, 
thirty distributors have been appointed 
to parcel out these tubes. A_ very 
strict control of distribution and price 
is being maintained. The same price 
ceiling program that has been adopted 
here is in use in England. All shops 
must display the ceiling price just as 
we do over here. 

Exactly what tubes are involved in 
this lend-lease budget are not known 
but according to authorities the group 
is compiled of tubes that are necessary 
for the most popular American sets 
that have been sold over there. The 
use of these tubes in the English sets 
is also possible for in many instances 
the physical dimensions are similar. 
The tubes will only be sold as replace- 
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ments and for repairs. A suitable cer- 
tification that the tubes required are 
for such use, must be submitted at all 
times. 


THE COMMUNICATION DIVISIONS OF 
OUR MILITARY FORCES and those of 
Britain will hereafter be more closely 
coordinated than ever before. Follow- 
ing a series of conferences between Air 
Commodore O. G. W. G. Lywood, Di- 
rector of Signals, British Air Ministry, 
Major General Dawson Olmstead, 
Chief Signal Officer and Colonel Alfred 
W. Marriner, Director of Communica- 
tions for the Army Air Force, epic ar- 
rangements were made to insure close 
cooperation of the radio and other com- 
munications divisions of these units. 
While such a cooperative plan has 
been in operation, in effect, the plans 
now formulated establish more firmly 
this procedure. A delegation of British 
communications experts toured radio 
manufacturing plants, research and de- 
velopment laboratories and communi- 
cations training schools to become 
thoroughly familiar with our latest 
methods and plans. Such reciprocal 
tours are being planned for the future 
so that full knowledge of British and 
American activities are known to each 
communications division. 


LIGHTING HAS WON AN IMPORTANT 
PLACE in recording studio design to- 
day. In the recently opened recording 
studios at WOR in New York, the con- 
trol rooms have specially designed 
holophane lighting that provide a new 
ultimate in studio lighting. Vision pan- 
els are so sloped that glare is at a 
minimum. This glare has been a prob- 
lem since it so often interfered with 
the vision of production men and tal- 
ent. Another feature of these new 
studios is the unusual dubbing room. 
Special equipment for dubbing has 
been installed in a uniquely designed 
and acoustically treated room, which 
while being adjacent to the recording 
equipment, is physically and acoustic- 
ally isolated. Dubbing equipment con- 
sists of four dual-speed, constant veloc- 
ity turntables with reproductions 
achieved through the use of four high- 
fidelity lateral-vertical , reproducers. 
In dubbing, we have the same kind of 
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work with sound and records, as We 
have in the motion picture industry 
with film. In the sound studio two or 
more previously recorded programs can 
be pieced together or rerecorded or live 
announcements can be coupled with 
previously recorded material. Or, it js 
possible to rearrange material that 
may have been previously recorded byt 
out of sequence. 

Other features of these new studios 
include variable acoustical partitions, 
temperature controlled recording cabj- 
nets and suitable audition and refer. 
ence recording rooms. 


IF THE LIGHTS GO OUT AT Wor 
for one reason or another, commenta- 
tors and announcers will still be able to 
see their scripts, thanks to an invisible 
paint that has been developed by West- 
inghouse. Standard typewriter ribbons 
may be dipped in this paint to provide 
characters that become luminous be- 
cause of their exposure to an ultra- 
violet lamp. The microphone also 
receives this paint which becomes a 
glowing greenish light in darkness. 
Let’s hope we never have to use this 
“black light” procedure. 


SUGGESTION AWARDS ARE BEING 
WON by many men and women in radio 
plants. Former art student John Vos, 
who is now a radio test man at an 
Eastern plant, recently won $400 for 
suggesting an improvement. His sug- 
gestion, according to the Army and 
Navy officials, will save thousands of 
man hours and conserve large quanti- 
ties of scarce materials. For making 
seventeen suggestions, Laura Garrison 
has received $350 in awards. One of 
her most recent ideas concerned air- 
craft transmitter design. 

During the past ten months, the 
workers of one large manufacturer 
producing radio equipment for the Gov- 
ernment, received over $115,000 for 
suggestions of over twelve thousand 
ideas. 


THE SEND-A-RECORD to any man in 
the service program, is really booming 
these days. Not only are the depart- 
ment stores going at it in a real big 
way as we pointed out last month, but 
many manufacturers are sponsoring 
such programs, too. In New York, for 
instance, at what has been called “War 
Bond Square” a national blade maker 
is making records to be sent to those 
in service. And they’re doing quite a 
business, but it’s free. 


Thus far, over 70,000 such records 
have been made. This particular pro- 
gram also extends over the various 


Army camps with mobile equipment 
cruising the camps. The records used, 
of course, are the six-inch paper disc 
style. The Government has looked 
upon this program with favor even 
though space facilities for mailing are 
at a premium. They believe that this 
campaign is a good morale builder and 
is thus worth the transportation sac- 
rifice. 
(Continued on page 67) 
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MM sce of you now engaged in vital 


war work have long been familiar with 
the dependability of Ohmite Products. 
Their wide use in planes, tanks and ships, 
in walkie-talkies and field units, in com- 
munications, test apparatus and other 
electronic equipment, gives you added 
assurance in dealing with today’s resis- 
tance-control problems. It is also the 
best assurance for their application in 
the development of new devices to defeat 
the enemy and build for tomorrow's 


peace. 
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Quick Reference 
Stock-Unit Catalog 18 


For general use. Gives up-to- 
date information on the wide 
range of Ohmite stock resis- 
tors, rheostats, chokes and 


‘\\ switches used in all types of 
= essential applications. Con- 


venient reference for development, maintenance, or 


emergency needs. Write for your free copy. 


Handy Ohmite 


Ohm's Law Calculator 


Widely used in training schools 
and in industry today. Helps you 
figure ohms, watts, volts, amperes— quickly, 
easily. Solves any Ohm's Law problem with one 
setting of the slide. Simple to use. All values are 
direct reading. Two sides cover the range. Size 
4%" x 9”. Available for only 10c to cover 
cost of handling and mailing. (Also avail- 

able in quantities. ) 
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OHMITE MANUFACTURING COMPANY 
4883 Flournoy Street + Chicago, U.S. A. 
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“MAKE DO” 
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“Mi do with what you can get” is 
the order of the day on the home 
front. Substitution is serious business with 
radio tubes, so to help you Sylvania en- 
gineers have prepared a “correlation for 
substitution” chart to be consulted when- 
ever exact replacements are unavailable. 


No less than 450 types of tubes are listed. 
For each type are given style, duty and 
— most important — tubes available with 
“equivalent” and “similar’’ characteristics, 
with instructions as to interchangeability 
—direct or with circuit modifications. 


This chart is a great help when used in 
connection with its companion pieces, the 
Characteristics Sheet and Technical Manual. 


Use this know-how on tube replacement 
problems. Put those sets, awaiting unavail- 
able exact replacements, back into wartime 
service. Wind up a lot of unfinished busi- 
ness, to the satisfaction of yourself and your 
clients. 


This chart is free, as are many of the other 
technical and sales helps listed below. If 
your jobber is short on any of them, write 
to Frank Fax, Dept. N-1, Sylvania Electric 
Products Inc., Emporium, Pa. 


WARTIME PROMOTION ITEMS 


*WINNER — 1942 American Direct 
Mail Contest for the best wartime jobs. 


hints for the housewife 
5. Air raid precautions 
folderandwindowposter 
6. Direct mail letter 


1. Blackout button 
2. First aid index 

3. War bond poster 
4. Radio caretaking 


REGULAR ITEMS 


1. Window displays, 13. Service hints booklets 
timely window stream- 14. Technical manual 
ers, etc. (From your (35c¢) 

Sylvania jobber only ) 15. Tube base charts 


21. Large and small ser- 
vice carrying kits 

22. Service garments 
23. 3-in-] business forms 
24. Job record cards 
(with customer receipt) 


. Business cards 

. Doorknob hangers 
10. Newspaper mats 
11. Store stationery 
12. Billheads 


SYLVANIA 


ELECTRIC PRODUCTS INC. 
RADIO TUBE DIVISION 
Formerly Hygrade Sylvania Corporation 


2. Electric clock signs 16. Price cards 
3. Electric window signs 17. Sylvania News 
: 18. Characteristics sheets 

4. Outdoor metal signs 

19. Interchangeable tube 
5. Window cards charts 
6. Imprinted match books 20. Tube complement 
7. Imprinted tube stickers books (35c) 
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Radio Frequencies 
(Continued from page 9) 


range between oscillation and non- 
regeneration. 

The sole tuning control is the vari- 
able condenser, C, the dial of which 
may be graduated directly in kilo- 
cycles or megacycles. The input, grid, 
and tickler coils (L1, L2, and L3 re- 
spectively) are made changeable to 
afford wide spectrum coverage with 
the single tuning condenser. These 
coils are wound upon a singie form for 
each frequency range, all three thus 
being changed simultaneously. The 
coils may be shifted mechanically 
either by plugging or switching. 

Although the monitor may be oper- 
ated from an a.c. power supply, best 
isolation will generally be obtained if 
the instrument is powered by self- 
contained batteries, as shown in Fig- 
ure 4. The instrument case may then 
be employed as an all-inclusive shield 
to one point of which all circuit re- 
turns may be made. 

The unknown-frequency signal is 
fed into the monitor either through a 
line connected to the input terminals, 
or by means of a small pick-up an- 
tenna fastened to the “high” input ter- 
minal. If the latter signal input is 
employed, the “low” input terminal 
will be grounded to the instrument 
case, as shown by the dashed line in 
the diagram. 

The monitor, or heterodyne detec- 
tor, lends itself readily to calibration. 
The procedure is simply to pick up a 
series of known standard frequencies, 
logging the points at which they ap- 
pear on the dial. Exact-frequency 
sources, such as crystal oscillators or 
a closely-calibrated signal generator, 
should be employed for this purpose. 

Accuracy of calibration is greatly 
aided by an efficient zero-beat indica- 
tor which will show when the stand- 
ard signal is tuned-in “exactly on the 
nose.”” Satisfactory indicators are the 
magic-eye tube and the a.c. output 
voltmeter with fast movement. Head- 
phones, while affording sufficiently ac- 
curate calibrations for certain re- 
quirements, generally do not permit 
the operator to distinguish exact zero 
beat. Accuracy of indication will be 
influenced both during calibration and 
operation by the type of input device. 
If an antenna is employed, it should 
not exceed a few inches in length— 
and the same antenna must be em- 
ployed for operation and calibration 
as well. This is because, the regenera- 
tive detector may be detuned some- 
what by the input device. 

Selectivity of the instrument, dur- 
ing calibration and subsequent opera- 
tion, is improved by loose coupling be- 
tween L1, L2, and L3 and by employ- 
ing the minimum amount of regenera- 
tion necessary for satisfactory opera- 
tion. 

The monitor may be used in one of 
two fashions: (1) as a direct indicator 
of the signal frequency, or (2) as a 


means of comparing an unknown With 
a standard frequency. 

The accuracy afforded by the first 
method of operation will be governeg 
by stability of the detector, regularity 
of checking the instrument against 
standard frequencies, precision with 
which the dial may be read and reset, 
and efficiency of the zero-beat indica. 
tor. When the second method of oper. 
ation is used, monitor dial readings 
are of no consequence, deviation of 
the unknown from a standard-fre. 
quency fundamental or harmonic 
being determined by measuring the 
beat note between the two with stil] 
another instrument. 

The accuracy of measurement, 
which at top operating efficiency may 
become a few thousandths of one per. 
cent, depends therefore entirely upon 
the accuracy with which the beat note 
may be measured. With a high-grade 
audio oscillator or a.f. standard as the 
beat note identifier and a cathode ray 
oscilloscope as the indicator, high or- 
ders of accuracy are obtainable. 


Frequency Meter-Monitor 


Another rapid method of measuring 
radio frequencies consists of “locating 
the signal frequency” with a highly 
stable variable-frequency r.f. oscilla- 


tor. Zero beat between the oscillator 
and the unknown signal is indicated 
50 K.C. 
OSCILLATOR 
RF. OUTPUT AND AMP. 
10 K.C. 
ey MUL TIVIBRATOR 
10K C. OUTPUT AND AMP. 
1000 CYCLE 
ee ovat MULTIVIBRATOR 
YCL 
AND AMP 
OUTPUT 1000 CYCLE AMP & 
SYNCHRONOUS 
| CLOCK 
100 CYCLE 
MULTIVIBRATOR 
100 CYCLE AND AMP. 
OUTPUT 


Fig. 10. Block diagram of freq. standard. 


by a suitable detector-amplifier-indi- 
cator line-up, and at zero beat the 
signal frequency is read directly on 
the oscillator dial. 

A functional block diagram of 
equipment for this system is shown in 
Figure 6-A. This apparatus, combin- 
ing the monitor principle previously 
described with a self-contained refer- 
ence standard (oscillator) has been 
used widely in amateur and experl- 
mental stations. It has been termed 
frequency meter-monitor or hetero- 
dyne frequency meter. Employing the 
heterodyne principle, it is capable of 
highly accurate frequency indications. 

Some simplification of the basic cir- 
cuit arrangement is possible. For ex- 
ample: it is not necessary that the 
monitor portion of the circuit be tun- 
able, since this stage functions merely 
as a mixer. The final working circult 
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(Figure 6-B) 


therefore contains an 
aperiodic detector as the monitor 
stage. Likewise, it is not necessary 
that the oscillator portion of the cir- 
cuit be tunable throughout to funda- 
mental frequencies in the working 
range of the instrument. The oscilla- 
tor tuned circuit may be designed to 
cover some appropriate low-frequency 
band, whereupon harmonics of all set- 
tings in that band will be available 
for higher-frequency measurements. 
The oscillator might, as an example, 
cover 500 to 1000 ke. on fundamentals. 
|On second harmonics, 1000-2000 kc. 
| would be covered; on third harmonics, 
1500-3000 ke.; ete. An additional ad- 
vantage of the single-band tuning ar- 
rangement is the necessity for only 
one coil which may be mounted rig- 
idly in the circuit, offsetting the nu- 
merous vagaries of plug-in or switched 
coils. 


Frequency Standards 


In modern practice, highly accurate 
standard frequencies for calibrating or 
measuring purposes are generated in 
the laboratory or at the communica- 
'tions monitoring center by frequency 
| standards. These equipments operate 
|upon fixed frequencies so chosen that 
| their harmonic points mark the entire 
| radio frequency spectrum. Because of 

the fixed-frequency scheme, a highly- 
| stabilized crystal oscillator may be 
‘employed as the basis of a frequency 
standard. The lower the frequency of 
| this oscillator, the closer together will 
| be the standard-frequency harmonics 
afforded. 

Emissions from a frequency stand- 
ard may be employed directly in the 
calibration of receivers, monitors, 
heterodyne frequency meters, and 
similar devices which make use of re- 
ceived signals directly. They may 
likewise be employed in the identifica- 
tion of radio frequencies by the com- 
parison method, and in the calibration 
of wavemeters, r.f. oscillators, and 
| similar instruments which require the 
intermediary of a monitor or receiver 
| circuit. 
| The frequency standard derives its 
name from the fact that other fre- 
| quencies may be referred to the emis- 
sions of this instrument as the final 
authority. The fundamental §fre- 
quency of the standard assembly is 
accurately maintained and does not 
|deviate from its rated value by more 


| than a few cycles per megacycle at 


any instant between periodic checks of 
the equipment. 

The frequency standard itself is in 
turn referred to some accepted source 
for adjustment. This source is either 
(1) a strictly maintained radio station 
carrier, (2) the national primary fre- 
quency standard maintained by the 
3ureau of Standards, or (3) standard 
time. The accurate emissions of the 
national primary standard are made 
available indirectly through standard 
frequency transmissions from the Bu- 
reau’s radio station WWV, while 

| standard time signals are supplied to 
| the entire country through broadcasts 


from the U. 8S. Naval Observatory, 
Both of these services are now ayail. 
able on a daily basis. 

Depending upon whether the fre. 
quency standard is referred for adjust. 
ment directly to (1) standard time. or 
(2) to some other radio emission such 
as WWYV transmissions or radio sta. 
tion carriers, it is referred to as (1) 
a primary standard or (2) a secondary 
standard. This is the reverse order of 
their simplicity. 

Secondary Standards 

A stable low-frequency oscillator 
(Figure 9-A, B) makes the simplest 
possible secondary frequency stand. 
ard. The fundamental frequency of 
this oscillator, and its harmonics af.- 
ford a number of calibration points 
which extend far into the spectrum 
before they grow too weak to be use. 
ful. The unit is “standardized,” like 
other more _ elaborate secondary 
standards, by correcting its oscillator 
frequency according to some known 
standard frequency. 

The number of spot frequencies 
provided by any standard increases as 
the fundamental frequency of the unit 
is lowered, since harmonics are closer 
together for the lower frequencies. 
The frequency of the simple oscillator 
or of the oscillator unit of a complex 
standard as well will therefore be 
made as low as possible. 

Since it is desirable to employ crys- 
tal control in the oscillator stage, the 
practical lower-frequency limit for 
crystal plates will govern the lowest 
value of frequency which may be 
chosen. For convenience and econ- 
omy, as well as for general usefulness, 
100 ke. is employed as the basic fre- 
quency in a large number of second- 
ary standards. However, 50-kc. oscil- 
lators are to be found in the highly- 
refined and more expensive laboratory 
frequency standards. In the first case, 
spot frequencies are provided at 100- 
ke. intervals; in the latter case, at 50- 
ke. intervals. 

The quartz plate employed for os- 
cillator stabilization is maintained at 
constant temperature by a_ suitable 
oven unless the plate is specially 
ground to have zero temperature Co- 
efficient. Oscillator tube voltages are 
automatically regulated by one of the 
well-known methods. 

Utility of the frequency standard is 
increased still further by addition of 
one or more multivibrator stages to 
provide intermediate spot frequencies 
between the oscillator harmonics. 
The multivibrators are special resist- 
ance-capacitance oscillators which are 
synchronized with the oscillator and 
function as frequency dividers—divid- 
ing the oscillator by their own funda- 
mentals. 

Multivibrator theory and operation 
has been covered in several previous 
articles on these pages and will not 
be repeated here. Suffice to say that 
these stages may be synchronized at 
frequencies which are either harmon- 
ics or sub-harmonics of the oscillator 
frequency and that they will then sup- 
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ply stable harmonics of their own fre- 
quencies or direct output, as shown in 
the block diagrams, at their own fun- 
damentals. 

Figure 9-C shows how 100-ke. and 
10-ke. points are obtained from a 50- 
ke. oscillator by means of multivabra- 


tors. 9-D shows the popular 100-kc. 
oscillator-10-ke. multivibrator com- 
bination which is the basis of most 
amateur frequency standards. 9-E il- 
lustrates the use of a 1000-Kc. oscilla- 
tor with 100-ke. and 10-ke. multivibra- 
tors. A secondary standard of this 
type is shown in Figures 3 and 5. The 
particular utility of this layout for a 
secondary frequency standard is af- 
forded by the 1000-ke. oscillator fre- 
quency, harmonics of which are use- 
ful at very high radio frequencies. 

The use of multivibrators with any 
of the frequency standards shown in 
Figure 9 is not restricted to the fre- 
quencies of operation shown. They 
may be used at still higher or lower 
frequencies and in tandem. Stabilized 
frequencies as low as a single cycle 
per second may be obtained. Like- 
wise, additions may be made to any 
of the circuits. A very useful stage, 
not shown in the block diagrams, is a 
harmonic amplifier employed to in- 
tensify some band of harmonics from 
the frequency standard. The har- 
monic amplifier tuning control is 
easily visible in Figure 3. 

Means are provided for correcting 
the secondary standard according to 
some standard emission. For example, 
a small tuning condenser is frequently 
connected in series or in parallel with 
the crystal to permit the frequency of 
the latter to be shifted slightly to 
bring the oscillator in step with the 


standard frequency. In other units, 
variable air-gap holders house the 
crystals and adjustment of the gap 


gives the same result. 


Primary Standard 

From the foregoing discussion, it is 
seen that all frequency standards are 
high-precision signal generators. The 
secondary standard must have its fre- 
quency corrected periodically against 
some recognized standard frequency. 
The primary standard, on the other 
hand is corrected by reference to 


standard time, which is the basis of 
frequency. 
A primary frequency standard is 


shown in the photograph of Figure 7, 
and in block diagram in Figure 10. 
While the diagram does not show all 
of the refinements contained in this 
instrument, the salient features dis- 
tinguishing it from the secondary 
standard are readily visible. 

A portion of the output voltage de- 
veloped by the 1-ke. multivibrator is 
amplified and used to propel a 1000- 
cycle synchronous electric clock. This 
clock will keep correct time, there- 
fore, as long as the oscillator fre- 
quency remains 50 ke. Deviations in 
oscillator frequency will show up as 
time drifts when the clock is checked 
against standard time. The principle 
involved is that 50,000 vibrations of 


the oscillator crystal are necessary tg 
drive the clock 1 second ahead. 4 
positive frequency drift will cause the 
clock to be driven farther than one 
second, while a negative drift will re. 
tard its progress. By checking regy. 
larly against Naval Observatory time 
signals, once during each 24 hours, the 
total oscillator drift in cycles for the 
24-hour period may be ascertained 
The oscillator frequency may then be 
corrected either positively or nega. 
tively, as required, this operation 
being repeated until the frequency 
drift becomes zero or of negligible 
value. 

The primary standard is the most 
refined of all frequency-generating 
equipment. By maintaining the tem. 
perature of the oscillator crystal very 
minutely (usually plus or minus one. 
hundredth degree Centigrade about 
operating temperature) and by regu- 
lating the operating voltages care. 
fully, the highest order of frequency 
stability is secured. ; 


Methods of Using Frequency 
Standards 

Various pieces of frequency-gener. 
ating or frequency-determining equip. 
ment may be calibrated directly from 
the secondary standard, as _ pointed 
out previously. The secondary stand- 
ard is calibrated directly from some 
primary standard which may be an 
instrument, per se, or a standard-fre- 
quency radio signal. 

Associated with most permanently- 
situated frequency standards is a 
measuring rack containing (1) a low- 
frequency oscillator, (2) heterodyne 
frequency meter, (3) variable-fre- 
quency audio oscillator, (4) harmonic 
selector, and (5) beat indicator. Ac- 
cording to one method of using this 
equipment, the frequency of a re- 
ceived signal may be measured with 
an accuracy of approximately 20 
parts per million. The heterodyne 
frequency meter is set to zero beat 
with the received signal. The reading 
of the frequency meter dial is noted. 
Frequency meter readings are then ob- 
tained for the nearest spot frequencies 
(from the frequency standard) above 
and below the received signal, and 
these dial readings noted. By inter- 
polation on the frequency meter dial, 
the signal frequency may then be de- 
termined. 

Another method which permits an 
accuracy of 1 part per million con- 
sists of the following operations: A 
beat note is obtained between the un- 
known signal and a known harmonic 
of the 10-ke. multivibrator. The beat 
frequency is measured by means of 
the audio (interpolation) oscillator, 
adding or subtracting this beat fre- 
quency from (or to) the multivibrator 
harmonic, depending upon’ whether 
the signal is seen to appear above or 
below the stand-frequency harmonic. 
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Emergeney Receivers 
(Continued from page 29) 


common with this type of detector and 
it is accordingly not as readily subject 
to vibration as the light-contact crys- 
tals. However, there is widespread 
belief among experts in the field that 
the slight superiority obtained with 
the carborundum crystal is not worth 
the battery requirement. 


Notes on Crystal Operation 

Radio detector crystals are ex- 
tremely susceptible to soiling. Conse- 
quently, it is imperative that greater 
than ordinary care be taken to keep 
them clean at all times. Not only 
must they be protected from dust and 
dirt, but likewise from oils that may 
be transferred from the hands. The 
mineral surface should never be 
touched by the fingers, all handling 
being done with tweezers or by grasp- 
ing the metal mounting in which the 
mineral is set. 

Galena and similar light-contact 
type crystals are readily subject to 
vibration and may be thrown out of 
adjustment by this cause. When im- 
portant receptions are to be made 
without interruption, the crystal set 
of this type should be mounted on 
sponge rubber or suspended by cords 
or elastic bands. 

Heavy static discharges will im- 
pair, or completely destroy the spot 
sensitivity, as will also high-voltage 
from closely-coupled local 


| sources such as oscillators or trans- 


mitters. 

The length and height of the an- 
tenna required by a crystal set will 
depend upon the sensitivity of the 
crystal, the Q of the tuned circuit, and 
upon the nearness and power of the 
stations to be regularly received. In 
some localities, particularly where lo- 
cal transmitting stations are situated 
within five or ten miles of the receiv- 
ing point, crystal receivers may be 
operated with bed-springs or insulated 
window screens as antennae, or with 
short lengths of wire strung vertically 
to the ceiling. 


Contact Detectors 

A light, imperfect contact between 
two metallic surfaces possesses lim- 
ited ability to rectify r.f. currents. 
For example: a fine-wire cat-whisker, 
whose point rests lightly upon a metal 
terminal, will form such a detector. 
The cat-whisker of a crystal detector 
resting upon the metal crystal cup in- 
stead of the mineral has been known 
to deliver perfect signals as long as 
the lightness of contact was “critical.” 

Considerable delicacy of adjustment 
is necessary to obtain maximum sen- 
sitivity which, at best, is somewhat in- 
ferior to crystal in most cases. The 
writer finds that some improvement 
in sensitivity is obtained by employ- 
ing dissimilar metals for the contact, 
copper and platinum having given the 
best results in his tests. 


A very interesting experiment Was 
made on a contact tested detector 
which consisted of a length of pengij 
“lead” resting lightly on the edges of 
two double-edge safety razor blades 
which were “cut into” a wooden base 
for support. This rectifier proved syr. 
prisingly sensitive, however it exhip. 
ited considerable microphonic action 
as well, reproducing nearby speech 
and noises as well! 

Contact detectors may be employed 
in place of the crystals in any of the 
circuits shown in Figures 1 to 6. 

Contact detectors are highly impor. 
tant for use in emergencies when no 
other rectifying devices are obtain. 
able. However, the extreme delicacy 
of their adjustment causes them to be 
easily disturbed by vibration, hence 
other types are preferable, except 
where an emergency leaves no other 
alternative. 


Oxide Rectifiers 

Miniature copper oxide or copper 
sulphide instrument rectifiers may 
likewise be employed in place of the 
crystal detectors in any of the cir. 
cuits shown in Figures 1 to 6. The 
common meter rectifier is a full-wave 
bridge-type unit and consequently the 
circuit of Figure 4 will be the most 
readily applicable. 

Relatively large parallel surfaces 
are employed in these rectifiers, and 
correspondingly large capacitances re- 
sult. The effect of the rectifier ca- 
pacitance, in parallel with the receiver 
tuned circuit, is to raise the minimum 
tuning capacitance, thereby restrict- 
ing the high-frequency limit of the re- 
ceiver. At the same time, this capaci- 
tance by-passes a portion of the r.f,, 
reducing the signal strength. These 
are the noteworthy disadvanges of the 
oxide rectifier as a radio detector. 

An advantage, however, is the ab- 
sence of adjustment requirement. No 
sensitive spots need be located, nor 
contact pressures adjusted. Meter 
rectifiers are designed to withstand a 
much larger current level than will be 
encountered in the simple receiver 
circuits. Consequently, this type of 
detector will not be as easily impaired 
by strong signals and heavy static dis- 
charges as will crystals. 


Home-Made Diode Tube 

An interesting and inexpensive diode 
tube for use in place of the crystal, 
oxide, or contact detectors in the 
simple receivers may be made from a 
double-filament automobile headlight 
bulb, as shown in Figure 7. The re- 
ceiver circuit for this improvised tube 
is shown in Figure 8. 

The best bulb for the purpose is the 
G.E. Mazda 1158 (See Figure 7). This 
is a 6-8 volt type with one 3- and one 
21-candlepower filament. The _ two 
“outside” filament leads are connected 
to solder-spot terminals on the insu- 
lated base, while the common point 
between the two is connected through 
a heavy wire post to the metal shell 
of the bayonet base. 

The 21-candlepower filament is a 
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single thin strip connected from its 
stiff, heavy vertical support rod to 
the common filament support rod. Its 
solder-spot base contact is just under 
the word TOP on the metal shell. 
This filament must be burned-out by 
application of high voltage. Its heavy 
support rod, situated only about one- 
eighth inch from the good filament, 
will remain to act as the diode plate. 

The undisturbed 3-candlepower fila- 
ment is spirally-wound and arranged 
in an inverted-V shape, and will act 
as the diode filament. This filament 
is not specially-treated with a high- 
emission compound like the thorium 
coating of radio tube filaments; how- 
ever, it will emit electrons in suffic.ent 


results 
even with the small “plate” area. 
There will naturally be some varia- 
tion in results obtained with different 
tubes manufactured according to the 


number to give satisfactory 


directions just given. But the double 
beam bulbs are cheap, and it will 
profit the experimenter to purchase 
several of them, make the necessary 
improvisions, and select for use the 
one giving the loudest signals. The 
others may be stored as spares for 
emergency use. 

The filament draws a rather large 
amount of current for normal opera- 
tion; however, this drawback should 
not be of monumental concern if the 
diode receiver is to be operated dur- 
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ing rather short, emergency periods 

In connection with diodes, it is of 
interest that power-supply type rectj. 
fier tubes are useable as diode detec. 
tor tubes in any of the simple re. 
ceivers. In an emergency when other 
tubes are not immediately available 
and radio reception must be estab. 
lished quickly, these tubes may be 
drafted for service. The only power 
requirement is a source of filament 
or heater voltage. The 117-volt heater 
type (e.g., 117Z6-GT) will perhaps be 
most useful in this application when 
line power is available, since the 
heater may be operated directly from 
the house line without a transformer 
or dropping resistor. And at the same 
time, circuit returns are made directly 
to a cathode element which is sepa- 
rated electrically from the dangerous, 
high-voltage heater. 

Cc. W. Reception with 
Simple Reeeivers 

Each of the emergency receivers de- 
scribed thus far utilizes the principle 
of simple rectification (linear or semi- 
linear detection). None of these cir- 
cuits is capable of regeneration or os- 
cillation, which means that they are 
suitable only for reception of modu- 
lated signals--radiotelephone or tone 
telegraphy. If it is desired to receive 
continuous wave telegraph or other 
unmodulated signals, it will be neces- 
sary to include in the circuit some 
form of continuously-running, high- 
speed interrupter. 

Figure 9 shows one such chopper de- 
vice. This is a motor-driven commu- 
tator which interrupts the r.f. circuit 
in the return lead, making the ec. w. 
signal audible in the headphones. The 
tone of the signal will vary directly 
with the frequency of interruption, 
which depends in turn upon the motor 
speed. This is under the operator's 
control if a speed-control rheostat is 
included. 

The chopper device is inserted in 
the return lead, since if it were in the 
“high” side of the circuit it would in- 
troduce a high value of capacitance to 
ground. 

Another satisfactory chopper device 
might be a make-and-break contactor 
actuated by a motor-driven cam or ec- 
centric. The low-inertia springs and 
contacts might easily be made from 
two contact-bearing spring blades 
from a discarded phone jack. 

The buzzer-type of circuit inter- 
rupter, while convenient, unfortu- 
nately is not satisfactory for use in 
these circuits, since the sparking con- 
tacts (however slight the sparking 
may be) generate a widely-interfer- 
ing damped r.f. wave which will blan- 
ket out antenna signals and at the 
same time will force a signal of its 
own into the antenna. 

Suggested for motor-driven circuit 
interrupters are the miniature dry- 
cell-type motors supplied with toy 
builder Erector. The 
speed of these little machines is read- 
ily controlled by a series rheostat to 
permit control of the signal tone. 
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Electronic Pump 
(Continued from page 23) 


tively charged shield which, with the 
assistance of a magnetic field, focuses 
the electrons coming from the fila- 
ment upon the opening mentioned 
above. This filament is a ring around 
the axis of this hole in the diaphragm, 
affording a cone-like path for the elec- 
trons focused upon the tiny passage. 
This wave of electrons tends to diverge 
after passing | 
through this aper- 
ture, as indicated 
by the broken lines 
in the diagram. 
When, however, 
an axial magnetic 
field is applied by 
passing current 
through the coil 
(which aids the 
job of focusing, 
and restricts the 
spread of the wave 
of electrons) each 
electron is prod- 
ded to pursue a 
spiral-shaped 
path, after pass- 
ing through the 
plate diaphragm. 
This helical path 
of each electron 
tends to 
through the axis 
of the system at 
frequency _inter- 
vals, and the en- 
tire length of this 
trail may be much 
greater than that 
obtained without 
a magnetic field. 
These paths of 
minute matter 
seem to converge 
at the same points 
where each path 
passes through the 
axis of the tube. 
Although only one 
diaphragm is 
shown in the dia- 
gram, it is feasi- 
ble to place addi- 
tional diaphragms, 
with holes through 
their centers, at 
each electron fo- 
cusing point. This 
Plurality of dia- 
phragms increases 
the action of this 
electronic pump. 
Here is how this 
electronic pump 
operates: A rea- 
sonable degree of 
vacuum is_ ob- 
tained by use of 
the rough pump. 
Then the filament 
of the electron 
tubes of the high- 
vacuum pumping 


pass 


system is heated to a sufficient tem- 
perature to force electron emission. 
The direct-current potential is applied 
to the plate elements and the magnetic 
field is boosted to a value in which the 
electron paths are Suitably length- 
ened and focused to afford the greatest 
pumping efficiency. When the pump is 
primed, the first stage of the pumping 
may be cut short by connecting some 
or all of the elements of the chamber 
to be evacuated to a source of high- 
positive direct current. Manifestly, 
the chamber or container to be ex- 


hausted of air or gas must be heated 
during the evacuation in the custom- 
ary manner. A pump of the electronic 
type just described is said to possess 
advantages not found in the vapor jet- 
condensation pump, which requires 
low-temperature traps to bar vapors 
from the container or chamber being 
evacuated. 
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equipment, of course, still remains 
with the owner, but must also be re- 
garded as being the property of the 
city. 

In a majority of the instances, the 
equipment used is of the composite 
type. The transmitter, for instance, 
of one control center was built up out 
of old parts of odds-ends lying around 
some shacks. Notwithstanding, its 
performance has been remarkable. A 
block diagram of this typical trans- 
mitter is shown on this page. 

There are two types of 2! meter 
receivers used as shown in Fig. B. 
One is for city control reception, 
and the other is for the auxiliary 
station to take orders. Both of these 
receivers are ideal examples of in- 
genuity. The very tiny receiver shown 
on top of the metal cabinet at the 
right of the transmitter uses a 6J5, 
6C5, and 6F6 with inductive tuning 
and a mica padder. The speaker is 
of the 3!” magnetic type. The other 
214-meter job is a super that was for- 
merly a 5-meter unit. In its 5-meter 
design, a 6D6, 6C6 and 6D6 were used 
in the first section. To accommodate 
high-frequency reception, the circuit 
was re-designed for acorn tubes. And, 


of course, the coils were rewound to 
permit tuning to 2's 


meters. 
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Block diagram of a 214 meter transmitter. 


Since mobility is a very important 
factor, it is not only necessary to have 
a transmitter and receiver for the 
car, but one for carrying about, such 
as a Walkie-talkie. One type that is 
used in New York is shown in Fig. 
A. It was constructed of old parts, 
even as to the housing itself, which 
is wood that was found lying around 


the shop. In the car, we have one 
instance where a commercial unit 
was employed. This was necessary 


because of the many problems attend- 
ant to car design. Fortunately, many 
of these commercial units were avail- 
able. In the installation that will be 
made later on composite units will 
be used, too, because all the tricks 
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required to make these sets work will] 


have been successfully included in 
new designs. In the present installa- 
tion to achieve maximum radiation 
and reception, an unusual antenna 


was designed. This is illustrated in 


Fig. A. A diagrammatic sketch of the 
coaxial cable, connecting to the an- 
tenna is shown on Page 55. It con- 


sists of a five-foot piece of 1” round 
hollow bakelite in which is installed 
a concentric copper cable (8” copper 
tube with No. 16 wire on beads). The 
output is fed into a half-wave doublet. 

In Maryland the WERS problem is 
quite a different one because of its 
state-wide application. In order to 
provide maximum efficiency the sys- 
tem was designed to cover fif- 
teen-mile areas. Not only has 
radio been used successfully here, 
but wired radio too. At the present 
time, for instance, an area of ap- 
proximately 100 square’ miles 
which takes in the semi-rural area 
surrounding metropolitan Wash- 
ington, has been effectively cov- 
ered in this way. In this instance, 
the installations are in fire houses. 
The use of power lines for direct- 
ing radio waves has been a pet 
project of many and doomed to 
failure by many, too, because of 
its many difficult problems. 

In other localities, of course, 
the use of typical ultra-high-fre- 
quency equipment is essential and 
like the New York City amateurs 
and engineers, our Maryland 
friends have made _ tremendous 
strides, too. They have, for in- 
stance, established standardized 
panels for the fixed transmitters. 
At this writing, these transmitters 
are enclosed in a cabinet with a 
handle attached for carrying and 


“a with an antenna mounted thereon. 


The panels have a minimum of 
controls. For instance, there is just 
an on-off switch, a tuning dial for 
receiving, a send-receive switch 
and a regeneration control. The 
volume control is mounted inside 
and adjusted upon installation. 
So as to provide additional 
equipment, salvage drives have 
been made. A drive through the 
schools netted 400 old radios. 
Through the efforts of the 
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Vocational War Training program 
these sets are being disassembled and 
the parts are being segregated by the 
students. Laboratory facilities have 
been donated, so that the WERS group 
can direct the design of receivers, 
their construction at the school and 
at home. In this latter respect the 
students are given a complete kit con- 
taining all parts with a diagram and 
asked to devote as much time as pos- 
sible toward the construction of this 
equipment. In this way, it is possible 
to obtain a variety of necessary re- 
ceiving and transmitting units quickly 
and with a minimum of priority prob- 
lems to think about. 

As in New York City, except for the 
control stations, the other equipment 
is located on the homes of amateurs 
and other selected operators during 
the process of design and test. Of 
course, much of this equipment will 
be eventually moved to such points as 
hospitals, military targets in addition 
to main civilian defense headquarters. 

In the units, the oscillator tubes 
used range from single 6D6’s and 
HY-75’s to 7A4, 76, 56, etc., in linear 
tank arrangements. In the main, the 
linear tank circuits are used due to 
the easy manner in which they oscil- 
late and their simplicity of building. 

Since Cumberland is situated in the 
heart of the mountains in Maryland 
with the city itself built in around the 
hills, complete coverage over this area 
has really been a tough problem. 
However, most of these hard-to-con- 
tact spots have really been made easy- 
to-contact spots by using relay sta- 
tions on hill peaks or in the tops of 
buildings. This may sound simple but 
when one realizes that there are five 
mountain ranges between Cumber- 
land and the eastern shore of Mary- 
land, we can see what tremendous en- 
gineering project is involved. 

In the Baltimore County network, a 
variety of problems were also met and 
solved. In one instance, an attempt 
was made to feed the antenna with 
spaced feeders. Under normal cir- 
cumstances, this would work quite 
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Where intelligible communications are a must, 


Turner Microphones will do the job, clearly 
and concisely. Constructed to withstand heavy 
duty under all acoustic and climatic conditions, 
you can be SURE with a Turner. Each Turner 
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level of 52DB at hi-im- 
pedance. Response free from 
peaks and holes from 40 to 
9000 cycles. 


TURNER HAN-D 
HAS LOW FEEDBACK 


In either dynamic or crystal, 
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clear voice reproduction with- 
out blasting from close speak- 
ing. Feedback is surprisingly 
low. Fits the hand, can be 
mounted on standard desk or 
floor stand or hung by hook 
Positive contact slide switch 


permits push-to-talk opera- 


tion, 


TURNER L-40-3H 
FREES BOTH HANDS 


Here's the unit for all call 


systems, police cars, sports 


announcing. “Third Hand” 
holds the special L-40 mike 
close to the mouth, giving 
tremendous volume without 
feedback. Third Hand is 
light in weight and goose- 
neck adjusts to any position 


A low-cost efficient unit 


55 


well with coaxial cable. But that 
isn’t available today and with spaced 
feeders emanating before they reach 
the radiator, it was necessary to place 
the transmitter on the roof and con- 
trol it from downstairs. Again, 
trouble grew in the audio frequency 
lines to the roof. To solve the prob- 
lem, the complete modulator was in- 
stalled in the building and the oscilla- 
tor alone was left on the roof. 
Transceivers produced some trouble 
too. In one instance, while the car- 
rier came through very well, modula- 
tion troubles persisted. Adding an- 
other stage in the modulator circuit 
cured that trouble. It seems as if the 


, Sure, I'd Rather Have Roast Beef . 
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goes to—me ora boy at the front 
—Brother, Pll eat fish and like it.” 
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People are accepting with ever-increasing good- 
grace each day's new war-born inconvenience 
WHEN they know the reason for it 


If you explain to your customers how war needs 
are taking all new radio parts -how you have 
licked a tough situation to get their sets into 
operation without those parts -they’ll be satis- 
fied with performance that’s a “‘little less than 
perfect.’’ 


Improvising repairs, however. may require your 
eliminating certain substituting for 
specific resistors, condensers, sockets, etc. It may 
require that you transfer certain materials from 
one part of a set to another. But one thing it is 
always certain to require is 
exactly what is inside the set. 


stages, 


a knowledge of 


That’s where Rider Manuals help you out 
quickly. They save you hours otherwise wasted 
“guessing out’’ defects and experimenting with 
‘possible’? methods of improvising repairs. They 
lead you right to the cause of the trouble and 
furnish the facts that enable you to turn out a 
big volume of work in spite of material and labor 
shortages. 


So, reach for one of your thirteen Rider Manuals 
when you begin every job. Today, it’s good sense 
and good citizenship to work with the greatest 
possible efficiency. 


trouble originally came from _ the 
power supply, for the power packs 
used were originally from receiving 


sets that had a load limit of 90 mils. 
For receiving purposes, this voltage 
jumped to 400 and thus had a tend- 
ency to block the tubes, dropping when 
the load was put on for transmitting. 
To solve this problem of instability, a 
resistance was placed across the power 
supply, tapped at necessary intervals 
for receiving voltage and completely 
thrown out of circuit when transmit- 
ting. 

Another antenna problem met con- 
cerned the use of a J antenna. It ap- 
pears that in some instances a set in- 
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stalled in a room with a matched an. 
tenna attached has but slightly les 
efficiency than one attached to an oyt. 
side antenna by a feeder. In addition 
the inside equipment has the addi. 
tional advantage of being unaffecteq 
by weather changes. 

Although this new emergency ef. 
fort has been one in which the ama. 
teur was to have played an all-ep. 
compassing role, the war has voided 
this complete possibility. While it jg 
true that in practically all instances 
the amateurs have been the guiding 
unit, commercial operators and newly. 
taught operators have filled many an 
important post, avoiding in many jn. 
stances complete disaster to the com. 
munications system. In this respect, 
the amateurs’ and __ professionals 
teachers and engineers, are worthy of 
the utmost commendation for their 
untiring efforts in training such new 
personnel. Incidentally, in New York 
City, women are being trained for 
these posts in the AWVS and very 
successfully, too. ; 

Incidentally, all radio carriers are 
subject to silencing orders from propet 
military officers. The Commander of 
each Defense Command has been given 
the right to silence any and all radio 
stations within the limits of his Com- 
mand area at his discretion. It is an- 
ticipated that the War Emergency 
Radio Service and certain other emer- 
gency services, such as the police serv- 
ice, will be allowed to continue opera- 
tion during air raids, providing such 
services abide by prescribed regula- 
tions issued by the Defense Command. 

The WERS has in the short time of 
its existence, more than justified its 
creation. It has served to provide the 
necessary emergency networks and 
awaken a new interest in the out- 
standing work of the amateur and ra- 
dio enthusiasts. And out of this tre- 
mendous civilian effort will come an 
unprecedented series of developments 
of which we, on the home front, will 
be mighty proud. 

The author wishes to acknowledge 
with grateful thanks the kind assist- 
ance and cooperation of the following 
who furnished invaluable data for this 
report: Harry Whiting, John Weber 
and Max Goldberg of New York City; 
Thos. F. McNulty, Director WERS, 
Maryland; L. R. Jenkins, Radio Aide 
Cumberland, Maryland; and Frank 
Lyn, and Joe Hunter of Maryland. 
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ferent functions. In radio-frequency 
amplifier pentodes, the suppressor per- 
mits obtaining a high voltage am- 
plification at moderate values of plate 
voltage. This is a distinct advantage, 
especially in equipment that must be 
powered by dry batteries. In power 
output pentodes, the suppressor makes 
possible a large power output with 
high gain, due to the fact that the 
plate swing can be made very large. 


Beam Power Tubes 
Another method of ; 
returning the second- 
ary-emission elec- 
trons to the plate, 
without the use of a 
suppressor grid, is to 
return them by the re- 
pulsion of negative 
space charge between 
the screen and _ the 
plate. The effect of 
such a space charge is 
accentuated if the 
plate potential is low- 
er than the screen po- 
tential. By proper de- 
sign, the space charge 
may be made so dense 
as to form a virtual 
cathode (i.e., a plane 


of zero average elec- 
trostatic field and 
zero electron velocity) 
near the plate at low 
plate voltages. 

In the beam power 
tube, of which the 6L6 
type is an example, the 
necessary electron 
density is achieved by 
confining the electrons 
to beams by means of 
two beam-forming 
plates (only one is | 
shown at (b) of Fig. | 
10, for sake of clarity), | 
which are at cathode | 
potential. The proper | 
homogeneity of space 
and the electron veloc- 
ity is attained by prop- 
er elliptical design of 
the contours of the 
cathode, grids and 
plate, as illustrated at 
(b) of Fig. 10. A flat- 
tened cathode is used 
as it gives a more uni- 
form and larger effec- 
tive emitting area than 
around cathode would. 

The screen and con- 
trol grid wires have 
equal pitch. They are 
SO assembled and 
aligned that the screen 
grid wires are imme- 
diately behind those of 
the control grid and 


the negative control-grid wires pre- 
vents the electrons from striking the 
positive screen grid wires, as (b) of 
Fig. 10 illustrates. Consequently, since 
very few of the electrons moving to- 
ward the plate can therefore strike 
the screen grid directly, the screen 
current is small (except at low plate 
potentials) and little secondary emis- 
sion can occur from the screen. In 
addition, the zero potential gradient 
(virtual cathode or space charge if 
desired) prevents secondary emission 
from the plate. 

These factors result in a tube which, 
because of its low screen current has 
low screen dissipation and conse- 
quently larger power rating without 


WON'T JUNIOR BE 
TICKLED WHEN HE 
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danger of electron emission from the 
screen because of low screen temper- 
ature. Furthermore, because of other 
factors which we will study later, this 
type of tube is able to handle large 
amounts of power with low distortion 
even when operated at comparatively 
low plate voltage. It is superior to 
the pentode tube in this important 
respect. 

This type of tube has been very 
popular with amateur operators. The 
economy of the 6L6, for example, is 
well known. 


Multi-Purpose Types 


During recent years there have been 
many types of multi-purpose tubes 
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WE all write to our sons, husbands and other close rela- 


tives who are serving in the Armed Forces. 


But how 


about our neighbor's son or husband or the fellow we 


used to work with? They, too, like to receive news from 


the home front. By all means, write and when you do, 


make it cheerful and encouraging. 


A letter a day speeds Victory 


HAMMARLUND 


the initial repulsion 
given the electrons by 
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THE HAMMARLUND MFG. CO., INC., 460 WEST 34TH STREET, NEW YORK, N. Y. 
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manufactured. While some of these 
are simply two tubes combined in one 
envelope, some of the special types 
merit an explanation. One of these is 
the converter tube, used as a combina- 
tion oscillator-first detector in super- 
heterodynes. There are several dif- 
ferent types of this tube manufac- 
tured, but substantially all consist of 
an oscillator section, usually a triode, 
and a mixer section, in which the local 
signal from the oscillator section, and 
the received signal are mixed. 
Coupling between the two sections 
of these tubes is usually accomplished 
through the electron stream. A tube 
of this type is shown schematically in 
Fig. 11. The type shown is known as 
a pentagrid converter due to its five 


Grids number 1 & 2 act as the 
grid and plate respectively of a con- 
ventional triode and are used in con- 
junction with the cathode in the oscil- 
lator circuit. The oscillation in this 
section of the tube supplies an elec- 


grids. 


tron stream to the rest of the tube 
that varies at the oscillator fre- 
quency. This stream is in turn con- 


trolled by the incoming r.f. signal im- 
pressed on grid number 4. The varia- 
tions in plate current are due to the 
combination of the oscillator and sig- 
nal frequencies. Grids number 3 & 5 
which are connected together inside 
the tube are to accelerate the electron 
stream and to shield the signal grid 
number 4 from the other electrodes. 
Another type of converter tube en- 


joying great popularity at the present 
time is shown in Fig. 12. In this type 
grid number 1 is the oscillator griq 
while grid number 2 is connected with. 
in the tube to the screen (grid num. 
ber 4). This combination shields the 
signal grid (number 3) and also acts 
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Fig. 13. 


as the plate of the oscillator section. 
Suppressor action is furnished by grid 
number 5. In the design of this sort 
of tube the space charge around the 
cathode is unaffected by electrons 
from the signal grid. The result of 
this form of design is that the r.f. volt- 
age on the signal grid has little effect 
on the cathode current. In circuits 
using automatic volume control there 
is therefore little change in oscillator 
transconductance due to changes in 
bias. 

Another form of converter used oc- 
casionally is the type shown in Fig. 
13. This tube differs in that it has two 


independent control grids, number 1 
& 3. The incoming r.f. signal is ap- 


plied to grid number 1 while that from 
a separate oscillator is applied to grid 
number 3. Due to the sharp cutoff 
characteristic of grid number 3 a 
small amount of oscillator voltage 
produces a comparatively _ large 
change in plate current. Grids num- 
ber 2 & 4 are connected together in- 
side the tube and accelerate the elec- 
tron stream and shield grid number 3 
from the other elements. Grid num- 
ber 5 which is connected inside the 
tube to the cathode functions in the 
same manner as the suppressor in a 
pentode. 

In addition to the converter types 
described above probably the most 
common type of multi-electrode tube 
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Fig. 14. 
is the diode combined with a triode, 
tetrode or pentode. In these tubes 


the usual practice is to mount either 
one or two diode sections around the 
lower end of the filament or cathode, 
and use the diode sections for detec- 
tion and automatic volume control. 
The other section of the tube is then 
used as an amplifier for the signal 
after it has been rectified by the diode 
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section. A typical example of the con- 
nection of such a tube is shown in 
Fig. 14. In a circuit of this type the 
rectified voltage developed across the 
resistor R by the rectifying action of 
the diode is coupled to the grid of the 
triode through the condenser C and in 
turn amplified by the triode section. 
In addition the rectified voltage is fil- 
tered through an RC filter and used 
to apply varying bias to the r-f. and if. 
stages in order to provide substan- 
tially constant output with different 
levels of signal input. — 

A type commonly 
used in midget recelv- 
ers is the rectifier-pen- 
tode or beam power 
tube. This is simply 
a combination of two 
tubes in one envelope. 
One section functions 
as a half wave recti- 
fier, while the other is 
usually an output type 
of beam tube or pen- | 
tode. Separate heaters 
and cathodes are used 
on each section. By 
use of such construc- 
tion, economy in space 
requirements, impor- 
tant in midget receiv- 
ers, is obtained. 

In addition to the 
types that have been 
described many tubes 
have been developed 
for special purposes, 
such as high amplifi- 
cation, low interelec- 
trode capacitance, 
large outputs with low 
distortion, variable mu 
or gain, etc. 

In the next install- 
ment we will take up 
the various applica- 
tions of tubes as they 
are actually used, to- 
gether with explana- 
tions of the various 
classes of amplifiers. 

(To be continued) 


Vitrohm Strip Resistors 

Vitrohm Strip Resistors are espe- 
cially suited to applications in avia- 
tion, radio, and installations where 
space limitations and high unit space 
watt ratings are important require- 
ments. 

These resistors employ a strong, flat 
refractory core for the resistance wire 
winding. Terminals are mechanically 
banded and spot welded in position on 
the core; the core and winding are 
then sealed in a fused on Vitrohm 
enamel. 


Each unit is fitted with a self-sus- 
tained mounting bracket and spacer. 
These spacers and end brackets are 
riveted to metal strips that extend 
through the core providing additional 
heat radiating facilities. 

Several sizes of Vitrohm Strip Re- 
sistors are available, ranging from 1% 
to 6 inches in length with ratings of 
30 to 75 watts. 

Bulletin 23, available on request 
gives dimensions, ratings, ohmic 
values, and other information. Ward 
Leonard Elec. Co., Mt. Vernon, N. Y. 


This is the Tool for the Job 


One of the major problems in the war is the training of a sufficient 
number of competent telegraphists. The machinery for this job was a problem 
for McElroy engineers. 
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You are looking at the McElroy Tape Transmitter, Model XTR-442, fast 
becoming known wherever telegraphy is taught. This particular piece of 
equipment, when used in conjunction with the McElroy method, is one of 
the reasons why operators assigned to monitoring can learn to receive dots 
and dashes at speeds of 50 words per minute, after only 30 days of 
instruction. 


Model XTR-442 may be set to operate at accurately controlled speeds 
ranging from 5 words per minute to as fast as 250 words per minute. Our 
complete line of high speed transmitting and receiving equipment is available 
to all training centers. 


Engineering skills . . . efficiency in production . . . unmatched experience 
in telegraphy . . . these are the qualities which are built into every piece of 


McElroy telegraph apparatus. 


McELROY MANUFACTURING CORPORATION 


82 BROOKLINE AVENUE *¢ BOSTON, MASSACHUSETTS 


Eleetronic Beam Control 
(Continued from page 19) 


the potential on the capacity unit is 
built up. Obviously, with a high im- 
pedance load circuit, such as the nega- 
tively-biased grid circuit of an elec- 
tron tube, no current output is obtain- 
able in the absence of an input signal. 

The outfit schematically described 
in Figure 1 is appropriate for use as 
an integrating circuit. The amount of 
electric energy necessary to charge 
the capacity unit to the point of being 
unstable is independent of the form of 
the charging wave and of the time ele- 
ment required to complete the charge. 
That is to say, for a specified value of 
capacitance and the fixed circuit 
parameters of tube 5, this amount of 
radiant energy is the same for each 
complete wave cycle. Take any one 


set of circuit parameters for tube 3, 
the time necessary to complete the 
charge on the capacity element de- 
pends entirely on the time integral of 
radiant energy in the signal. 
Therefore, according to the designer 
of this circuit, the frequency of oc- 
currence of the return voltage pulses, 
across the output terminals, may be 
utilized to indicate the time integral 
of energy in a signal, and usually this 
will be exactly proportional thereto. 
Mr. Page, the inventor of this elec- 
tron-beam apparatus, contends that 
this circuit is particularly applicable 
to the task of indicating the time in- 
tegral of energy appearing in a Ssig- 
nal above a predetermined voltage 
level—for instance, the indication of 
the amount of power in a signal or 
modulation peaks in excess of a se- 
lected level. This application simply 
requires that the electron tube be 
biased beyond cut-off by the value 


Figure 2. 
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16, 20, same as Figure No. 1. 
24. Grid. 

25. Anode. 

26. Phase inverter tube. 

27. Positive potential point. 
28 & 32. Deflector plate. 
29. Cathode-ray tube. 

30. Negative potential point, 
31. Resistor. 


33 & 34. Capacitances. 
35. Triode tube. 

36. Cathode. 

37. Grid. 

38. Anode. 

39. Cathode. 

40. Grid. 

41. Anode. 


42. Resistors. 


Numbers 3, 5, 6, 7, 8, 9, 10, 11, 12, 14, 15, 


43. Resistors. 

44. Resistors. 

45. Resistors. 

48. Positive side of a source of potential. 
50. Capacitance. 

51. Positive potential point. 


52. Grid. 

53. Capacitance. 
54. Grid. 

55. Tube. 

56. Capacitance. 
57. Anode. 


58. Cathode. 

59. Resistor to positive terminal. 
60. Resistor to negative terminal. 
61. Resistor to negative terminal. 
62 & 63. Deflecting plates. 

64. Input lead. 


necessary to prevent conduction in the 
tube, for all signal voltages below the 
desired level of indication. 

Still another use of this electron. 
beam control equipment is, when as- 
sociated with certain other circuits 
to obtain a multiple-line axis in g 
cathode-ray-tube oscillograph, about 
to be described. Examine the circyit 
in Figure 2 (in which the elements are 
designated by the same reference 
characters as in Figure 1) and you 
will note that the potential built up 
across the capacity unit is applied be. 
tween the grid and plate elements of 
a phase-inverter tube. 

The current through the latter Zives 
impetus to a positive potential at a 
certain point (indicated by the numer. 
als 27), which is impressed on a deflec. 
tor plate. At the same time, the nega- 
tive potential at point (30), due to drop 
through a resistance unit, is applied 
to another deflector plate. As the po- 
tential across the capacity element. 
however, is built up, a progressively 
greater negative potential is im- 
pressed on the grid element of the 
phase-inverter tube. Current through 
the latter is diminished thereby, cut- 
ting down the positive potential ap- 
plied to the plate (28) and decreasing 
the negative potential impressed upon 
plate (32). 

This procedure causes the electron 
beam in the cathode-ray tube to be 
shifted in steps corresponding with 
those of the potential charge across 
the capacity element. Two other 
capacity units are provided to insure 
a balanced output from the _ phase- 
inverter tube. 

The impulses for rendering tube 3 
conductive are derived from a square- 
wave generator, of the multi-vibrator 
type. It involves the use of two triode 
units indicated in Figure 2 as a twin 
triode tube, having the usual filament, 
grid and plate elements in one unit, 
and a filament, grid, and a plate in the 
other triode unit. (It is, of course, 
feasible to arrange the triode unit in 
separate tubes.) The two grids and 
the two plates are connected, respec- 
tively, by four resistance units to a 
common lead, connected by another 
lead to the positive side of a source of 
energy. The plate (38) is associated 
with a capacity unit to grid (40), 
and likewise plate (41) is connected to 
grid (37) through capacity (50). 

As outlined by the inventor in the 
text of his patent papers, the impress- 
ing of a positive potential to the grids 
(37 & 40), as well as to the plates (38 
& 41) markedly increases the fre- 
quency range of the multi-vibrator 
type of generator and also has a sta- 
bilizing influence on the operating fre- 
quency. 

As is well known to radio engineers, 
triode 


current passes through the 
units alternately in a square-wave 
generator. As the current passes 


from the plate to the cathode, the posi- 
tive potential on the plate is decreased, 
but when the current from the plate 
to the cathode is halted abruptly 
(Continued on page 62) 
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Mirs. Literature 
(Continued from page 35) 


available to supply power to large 
c 
d.c. systems in steel mills: the syn- 


Radio Formulas and Data Book 

Allied Radio Corporation, Chicago, 
announces the publication of a new 
condensed handbook especially de- 
signed to meet the demand of service- 
men, students and engineers for a 
convenient and practical compilation 
of radio data and information in handy 


tiring hunt through bulky textbooks 
for needed formulas. 

The serviceman, student, designer 
and engineer has placed at his finger- 
tips for instant reference formulas 
covering Ohm’s Law, Resistance and 
Capacitance, Inductive Reactance, Im- 


chronous converter, the motor-gener- 


pedance, etc.; also d.c. Meter Form- 


ator set driven by either a synchronous form. This booklet has been edited by ulas, Trigonometric Functions, Nat- 
a 


or an induction motor, 


and the igni- 
tron mercury-arce rectifier. } ) 

Accompanying diagrams show cross sized manual of most frequently 
é * 


sections of the rectifier, comparative 


Nelson M. Cooke, Chief Radio electri- ural Sines, Cosines, Tangents, and 
cian, U.S.N. This new vest- pocket Radian Tables, etc., as well as numer- 
ous conversion tables which are con- 


required essential mathematical form- stantly required. Consisting of forty 


efficiencies of the three types of power- __ulas, tables, data and standards com- pages of practical radio data, the 
“Radio Formulas _ Data Book” 
—30- 


conversion units, effect of phase con- 
trol on output-voltage 


current wave shapes, 
and a floor plan il- 
lustrating a typical 
1500-kw., 250-volt igni- 
tron mercury-are rec- 
tifier installation. 

For additional infor- 
mation write to the 
General Electric Co., 
Schenectady, N. Y. 


Color Code Resistor 
Card 

Sylvania announces 
a Color Code Resistor 
ecard for radio techni- 
cians issued at this 
time as a help in the 
Wartime radio servic- 
ing job. It is free to 
all Sylvania radio 
servicemen. 

In handy pocket size 
form, the Sylvania 
Color Code _ Resistor 
Card should prove to 
be a most valuable aid 
in circuit revision 
work. It clearly shows 
the A, B, C, and D 
color denotations of a 
resistor, explains the 
resistor color code and 
gives examples. On 
the reverse side of the 
card is Ohm's Law, one 
of the basic radio cir- 
cuit formulas. Its defi- 
nition and explanation 
is a helpful reference 
for every radio man. 

The Sylvania Color 
Code Resistor card has 
already been wel- 
comed by those who 
have seen it. Service- 
men are running into 
an increasing number 
of circuit revisions, 
and technical helps 
such as this one give 
service-men a lift in 
the very tough job of 
keeping America’s 
Radio working with a 
limited amount of 
materials. 

They are available 
through Sylvania job- 
bers or can be secured 
by writing directly to 
Sylvania Ne ws, Em- 
porium, Pa. 
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monly used in radio and electronics, 
eliminates the constant reference and 
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Whre4rHer you are inter- 
ested in Industrial Rectifiers 
from | volt to 250,000 volts 
and from | Ma. to 2,500 
Amps... 


Or in small transformers 
in our Ultra-Compact, Ouncer 
or Sub-Ouncer types (our 
smallest units weigh only one- 
third ounce... 


Or high power transform- 
er equipment for a 500 Kw. 
transmitter... 


Or an industrial applica- 
tion ora special Varitran or 
Voltage Regulator to suit a 
specific requirement... 
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Electronic Beam Control 
(Continued from page 60) 


there is a sudden spurt in the positive 
potential at a certain point in the 
circuit. This increase in energy is 
applied to the grid (52) of tube 3, caus- 
ing the latter to pass an appreciable 
amount of energy, but this tube re- 
verts again to a non-conducting con- 
dition when the passage of current 
from plate (38) to cathode (36) begins 
anew. 

The square waves generated in this 
multi-vibrator generator are also ap- 
plied through the capacity unit (53 in 
Figure 2) to grid (54) of an electron 
tube (55) in a linear-time axis circuit, 
devised by Mr. Page and the patent 
rights assigned to the United States 
Government. Another capacity unit 
(56) is connected between the plate 
(57) of the tube (55) and cathode (58) 
thereof. It is also connected through 


a terminal of power source (48) and 
through resistance units (60 & 61) to 
the negative terminal of the same 
energy supply source. The resistance 
between the capacity element (56) and 
the respective terminals of the power 
source is equal and of such value that 
the capacitance does not take more 
than from 2 to 20 per cent of the po- 
tential of the power source during the 
time between pulses applied to the 
grid (54) from the square-wave gener- 
ation. Therefore, the increase in po- 
tential across the capacity unit (56) is 
practically linear. When a positive 
pulse is impressed upon the grid (54), 
however, the electron tube assumes a 
conducting attitude and the capacity 
element is instantaneously discharged 
through the tube. 

The potential built up across the 
capacity unit (56) is applied to two de- 
flecting plates of a cathode-ray tube. 
And, it is manifest that, this building 
up of the potential across the above 
capacity element (and the resultant 
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... your Distributor can 
STILL Supply you with 


Centralab 


MIDGET RADIOHM 
REPLACEMENTS 


Fortunately . . . your distributor 
can still supply you with Midget 
Radiohms for replacements. 

The smooth wall-type resistor for 
which Centralab Radiohms are 
famous will keep that now-precious 
radio in good working condition. 
Stick to OLD MAN CENTRALAB 


for Replacements . . . and always 
specify “CENTRALAB”. 


RADIOHMS ® FIXED RESISTORS 
© FIXED AND VARIABLE 
CERAMIC CAPACITORS 
eSELECTOR SWITCHES 


CENTRALAB: piv. of Globe-Union Inc., Milwaukee, Wis. 
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shifting of the cathode-ray beam 
across the screen) corresponds to the 
time duration of one of the potentia) 
voltage steps across the capacity unit 
(20). Thus, we are informed, for each 
new vertical position of the electron 
beam, the latter is swept horizontally 
once across the screen. Thus, there js 
established a multiple-line-time axis 
that represents a period equal to one 
cycle of charging of the capacity unit 
(20). The operation of this square- 
wave generator may be synchronized 
with any other radio phenomenon by 
a voltage corresponding to such phe- 
nomenon applied across the input lead 
wires. 


Book Review 
(Continued from page 36) 


power supplies, vibrators and vibrator 
power supplies, phone-radio service 
data, automatic tuning—operation and 
adjustment, frequency modulation, 
television—suggestions for the post- 
war boom, capacitors—how to over- 
come war shortages, practical radio 
noise suppression, vacuum tube volt- 
meters, useful servicing information, 
and receiving tube characteristics—of 
all American tube types. 

A limited number of copies are 
available from authorized Mallory dis- 
tributors. 


“BEST BROADCASTS OF 1940. 
1941.°° selected and edited by Max 
Wiley. Published by Whittlesey House, 
London, McGraw-Hill Book Co., New 
York. 344 pages. Price, $3.00. 

This interesting book brings to- 
gether a year’s group of the outstand- 
ing scripts in all fields of radio broad- 
Wartime programs naturally 
receive more attention than in any 
preceding volumes, and the opening 


| scripts are important talks by Presi- 


dent Roosevelt and Prime Minister 
Churchill. Included are outstanding 
programs of Fred Allen, Fibber McGee 
and Molly, The Quiz Kids, Rudy Vallee 
and Jack Benny. Also included are 
news commentators, serials and for 
the first time, “Invitation to Learn- 


“RADIO AMATEURS HAND- 
BOOK,” 20th Edition. Published by 
Amateur Radio Relay League, 
West Hartford, Conn. 600 pages. 
Price $1.00 in continental U. S. A. 
$1.50 postpaid elsewhere. 

This new edition of the “Ham's 
bible” is exceptionally well fitted for 
its wartime role. Much new material 


| on defense communications rounds out 


its field of usefulness. The handbook 
is now a recognized training text, 
uniquely valuable in teaching radio for 
civilian and military purposes, in prac- 
tical down to earth fashion. This new 
edition retains the features that makes 
previous editions so successful, plus 
new material designed to make it even 
more valuable in its wartime role. 
Simple yet thorough treatment of fun- 
damentals stripped to essentials, non- 
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mathematical is continued. The the- 
nd design sections cover every 
subject encountered in practical radio 
communication, sectionalized by top- 
ics, abundantly cross referenced and 
fully indexed. Bulking large in the 
new material is a comprehensive 50- 
page chapter on War Emergency Ra- 
dio Service. 

“RADIO IN STATE AND TERRITO.- 
RIAL EDUCATIONAL DEPARTMENTS,” 
py Carroll Atkinson, P.H.D. Pub- 
lished by Meador Publishing Co., Bos- 
ton, Mass. 133 pp. plus index. Price, 
$1.50. 

This is another in the series of books 
published by Meador from the McLu- 
cas Memorial Library and the Nelson 
Memorial Library. It is a non-tech- 
nical discussion of this all important 
subject, and is of particular interest 
to those engaged in radio educational 
departments, colleges, and other insti- 
tutions of learning. It gives a complete 
breakdown as to the activities of many 
important departments of education. 
Main features are (1) broadcasting as 
an instructional tool and (2) broad- 
casting as a public relations tool. 


ory a4 


“LEARNING THE RADIO TELEGRAPH 
CODE.” published by the American Ra- 
dio Relay League, West Hartford, 
Conn. 

Designed to fill the need for a guide 
to the student of radiotelegraph code 

a fast growing need now that many 
thousands of persons are interesting 
themselves in dot-dash communication 
as valuable training in the war effort 
—the publication of a special booklet 
entitled “Learning the Radiotelegraph 
Code” was announced recently by the 


American Radio Relay League, na- 
tional association of amateur radio 
operators. 


The text presents a unique method 
of learning based on the aural system 
of approach. The radiotelegraph code 
is considered in the light of another 
language having its peculiar pronun- 
ciation and syllables. Even though an 
individual cannot secure the constant 
supervision of an experienced radio 
code operator he may feel confident 
to go ahead and study by himself, 
under this new method. Fundamental 
sounds are learned first—then letter 
sounds are learned integrally instead 
of as separate dots and dashes; in fact, 
those terms are taboo and “dit” and 
“dah” have replaced them. The book- 
let includes much material on learning 
to send well, high speed operation, 
copying to typewriter, general operat- 
ing data and code practice equipment, 
as Well as a full set of lessons in learn- 
ing to send and receive which are ideal 
for class instruction. 

The League expects that extensive 
use will be made of the text in the 
numerous community evening radio 
training classes sponsored by its affili- 
ated clubs throughout the country. It 
has already been approved by various 


Official government agencies for such 
use. 
Price, 25c per copy, postpaid. 
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a most satisfactory manner. After 
we had the set in operation, we began 
for musical reproduction, is remotely to wonder just how well the tuner Was 
mounted in a large baffle and natu- operating and what laboratory test, 
rally dominates all conversation in the of the selectivity and fidelity woyjg 
room. When the OM wants the news’ show. To check these points we byi}; 
or the baseball game, the 6” speaker the apparatus shown in Figs. 5 and¢ 
mounted on the output chassis is The r.f. output meter is simply g 
switched on, permitting more confi-  slide-back VTVM connected to the 
dential listening. The output trans- cathode of the infinite impedance de. 
former which came with this speaker tector. It measures directly the dec 
| was designed for push-pull 42’s, but voltage produced by r.f. on the detec. 
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nected, changing the closure of the 
tuning eye. Adjustment of the 10,000 
ohm resistor to return the eye to its 
original condition will cause a voltage 

ual to the change in voltage of the 
gC8G cathode to be indicated on the 
meter. No calibration is required and 
accuracy is limited only by the meter 
ysed and precision in resetting the 
tuning eye. 7 : 

Having this meter in working order 
we constructed a simple oscillator 
with two tuning condensers. The 365 
uufd. condenser is of the usual broad- 
cast set type, with offset plates to ap- 
proximate straight line frequency 
characteristics. The smaller condenser 
was made by stripping most of the 
plates from a 100 wufd. semi-circular 
plate variable. It is important that 
this smaller condenser approximate 
a straight line capacity characteristic 
through the middle portion of its 
range. 

To study the frequency response of 
the receiver several steps are neces- 
sary. First prepare a calibration 
curve along the lines of that shown in 
Fig. 8. This curve shows the fre- 
quency corresponding to different dial 
settings of the large condenser, the 
smaller condenser being kept at half 
scale and is prepared by observing 
zero beat between the oscillator out- 
put and the signals picked up from 
local broadcast stations. Having this 
curve we can find the number of dial 
divisions which correspond to 10 or 
20 or 50 ke. deviation from any given 
central frequency. We now can tune 
the oscillator to zero beat with any 
station, with C2 at half scale, then de- 
tune by moving the Cl through a num- 
ber of divisions corresponding to, say, 
20 ke. Retuning by adjustment of C2 
will give the number of divisions on 
the C2 dial corresponding to 20 kc., 
from which we can compute the num- 
ber of divisions for 1 ke. This calibra- 
tion of C2 will be different for differ- 
ent settings of Cl and must be deter- 
mined for each case. 

After this calibration is completed 


Fig. 9. 


and the number of C2 dial divisions 
for 1 ke. is known for all the station 
frequencies to be studied, we can pro- 
ceed to align the preset receiver as 
closely as possible to any desired sta- 
tion. Then tune the oscillator to zero 
beat with C2 at half scale. Next, re- 
move the antenna and substitute the 
oscillator output lead. If this lead is 
kept short and if a series condenser is 
used in the antenna lead little detun- 
ing will result from this substitution. 
The oscillator output may need to be 
attenuated to approximately the same 
level as the signal; if so, insert series 
resistance in the connecting lead. This 
change will probably necessitate re- 
tuning, starting from the first step. 
When all is balanced and tuned and 
the oscillator is feeding unmodulated 
r.f. at the station frequency into the 
receiver, note the voltage developed. 
Now move C2 enough to shift the fre- 


quency 1 ke. and again note the volt- 
age. By taking enough such points, 
curves such as those shown in Fig. 9 
can be plotted. 

By carefully retuning the padders 
on the receiver a result on the order 
of Curve No. 1 can be obtained. 
Where adjacent channel interference 
is not a problem, two of the stages can 
be slightly detuned to give a result 
like curve No. 3. It will be noted that 
these curves are for a central fre- 
quency of 710 ke. At the low fre- 
quency end of the band selectivity is 
more than ample and some _ such 
spreading out is desirable. At the 
higher frequencies, however, the re- 
sponse pattern broadens out as shown 
by Curve No. 2, so that interference 
results from strong stations within 50 
ke. of each other. While this method 
of getting response curves is laborious 
compared with the use of a wobbu- 
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lated oscillator and cathode ray oscil- 
lograph, it does make use of equip- 
ment generally available and is suffi- 
ciently accurate to give a good idea of 
what’s going on in the r.f. circuits. 
We have proven to our own Satisfac- 
tion that the human ear is a poor 
judge of amplitude distortion, some of 
the eccentric, double humped curves 
we have observed from fine sounding 
stations have seemed almost unbe- 
lievable. Use of the meter also helps 
to visualize the logarithmic relation- 
ship between power and apparent vol- 
ume. 

There are many further continua- 
tions of the ideas of this preset re- 
ceiver which will occur to every con- 
structor. The required motion of the 
main control knob is a natural for re- 
mote control using a ratchet relay, 
preferably energized by a carrier wave 
acting on a O0A4G. Fixed condensers 
and variable inductances would be 
more stable than the arrangement 
used but the cost was in our case, pro- 
hibitive. One of many types of tone 
control could be added. Our experi- 
ence is that such controls are nearly 
always poorly adjusted and are better 
left off. Whether our plans are fol- 
lowed closely or are merely used as a 
starting point, we feel sure that any- 
one will find plenty of interest and 
satisfaction in the construction of a 
preset broadcast receiver. 
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The Multi-Servimeter 


(Continued from page 26) 


of tone controls can be tested by 
plying the signal just ahead of 
control and noting the action as 
control is changed. 

In testing push-pull stages, the test 
prod must be placed on both grids and 
plates of the stage. There should be 
no difference in the volume on either 
of the grids and the same applies to 
the plates. 


ap- 
the 
the 


Checking Microphones and 


Pickups 
High impedence microphones and 
pickups may be tested by plugging 


them into the Test Jack and rotating 
the Test Selector to the a.f. Low posi- 
tion. Low impedence mikes and pick- 
ups may be tested if a suitable coup- 
ling transformer is used and the Test 
Selector is set for a.f. With the micro- 
phone or phono pickup plugged in, the 
Multi-servimeter can be used as a 3- 
watt public address system. 


Testing Power Supply Filter 
Efficiency 
To check the power supply for hum, 
place the test prod in the a.f. Hi posi- 
tion and apply the prod to one side of 
the rectifier filament. The next step 
is to follow the current to the output 
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through the various stages of the filter 
net-work and note the effectiveness of 
the filter. There should be a noticeable 
decrease in hum as each condenser and 
choke is passed. 


Aligning Superhetrodyne 
Receivers 

After ascertaining the i.f. Setting of 
the receiver to be aligned, from the 
manufacturers specifications, the rf, 
oscillator is adjusted to the frequency 
of the if. transformers and sine waye 
modulation applied. The test leaq 
from the r.f. pin jack is loosely coupled 
to the 1st Det grid of the receiver anq 
the chassis bonded to the GND jack of 
the Multi-servimeter. It is important 
that the section of the receiver tuning 
condenser that tunes the oscillator be 
shorted out before the aligning process 
is begun. 

A weakly modulated signal is ap- 
plied to the receiver and the test prod 
is connected to the AVC line of the 
receiver. The Test Selector is in the 
VTVM position. The 6U5 is used in 
this case, aS a resonance indicator. 
tuning for minimum shadow. Begin- 
ning with the secondary trimmer of 
the if. output transformer, tune for 
minimum shadow angle. The r.f. Gain 
may be used to regulate “eye-sensitiv- 
ity.” After the secondary trimmer 
has been resonated the primary of the 


same transformer is adjusted in the 
same manner. After resonating both 
windings of the transformer, the 


process is repeated to compensate for 
any inter-action between the windings. 
The next i.f. aligned in the 
same manner. It can be seen that the 
primary winding of the first i.f. trans- 
former will be the last one to receive 
the tuning. The r.f. is then removed 
from the grid and coupled to the Ant. 
post. 

The next step in the operation is to 
remove the shorting wire from the 
oscillator tuning condenser of the re- 
ceiver and the r.f. oscillator and the 
receiver tuned to some frequency near 
the high frequency end of the broad- 


stage is 


cast, or short wave, band. This fre- 
quency will probably be about 1450 
ke. on the broadcast band. We are 
now ready to adjust the oscillator, 
radio frequency and mixer tuning. 


The oscillator parallel trimmer screw 
is adjusted for minimum shadow angle 
on the 6U5. The first detector and rf. 
trimmers are also adjusted for maxi- 
mum output. 

The next step is to tune the r.f. os- 
cillator and the receiver to some iden- 
tical frequency near the low frequency 
end of the band, about 550 ke. The re- 
ceiver oscillator series padders are ad- 
justed for resonance as indicated by 
the Magic-Eye. This operation should 
be carried out while “rocking” the re- 


ceiver tuning dial and tuning for max- 
imum output. At maximum output, 
there may be a slight error in the 


dial setting but the error is very small 
and is more than compensated for by 
the high over-all efficiency. The r-f. 
and mixer stages are now aligned for 
maximum output. If the receiver has 
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short wave bands, they are tuned in 
exactly the same manner as the broad- 
cast band; ie., the receiver and the 
rf. oscillator are tuned to the high 
frequency end of the band and the 
parallel trimmers adjusted, then the 
low frequency end of the band is tuned 
and the series padders adjusted. The 
rf. and mixer tuning condensers may 
have slotted end plates on them, if this 
is the case, the ends are bent for cor- 
rect tracking of the coils. ) 

After building this set, it may be 
found that the capacity of the test 
prod may change the tuning of some 
of the r.f., if. or AVC circuits. If this 
is the case, a one megohm resistor 
will have to be inserted in the test 
prod at the tip. This will cure any 
tendency to detune the circuits being 
tested. 

The output of the r.f. oscillator may 
have to be fed, to the receiver being 
aligned, through a dummy antenna. 
An excellent “dummy antenna” con- 
sists of a .0002 mica condenser that is 
in series with a 20 microhenry r.f. 
choke. This choke is paralleled by a 
400-ohm non-inductive resistor in se- 
ries with a .0004 mica condenser. The 
rf. oscillator is coupled to the end of 
the net-work that has the .0002 con- 
denser. The other end of the net-work 
is connected to the receiver antenna 
post. 

All of the parts and proper values 
are included on the diagram. The en- 
tire instrument was made from a sal- 
vaged receiver. The receiver used was 


a superhet. The knobs and_ the 
switches were bought for less than 
$1.50 at a radio supply house. The 


metal panel is from an ALL-Star Jr. 
receiver and a metal cabinet has been 
ordered to house the entire instru- 
ment. 

The dial that is used was salvaged 
from the same receiver. The scale was 
scraped off with a razor blade and a 
new scale drawn on with black India 
ink. 
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Spot News 
(Continued from page 42) 


BEFORE A RECORD-BREAKING AT- 
TENDANCE at the one-day Rochester 
Fall Meeting of radio engineers, offi- 
cials of the Government and industry 
presented analyses of vital radio prob- 
lems of the day. Among the important 
problems discussed, was that concern- 
ing material, by J. J. Farrell, design- 
ing engineer for General Electric. Mr. 
Farrell pointed out that while man 
power, standardization and simplifica- 
tion are ordinarily classified as vital 
factors, their importance becomes 
minor in contrast to the material prob- 
lem. For, without a suitable source 
of material, all the programs above- 
mentioned are without weight. With 
an effective program of alternate and 
Substitution material allocation, we 
can proceed with the other plans. 

Mr. Farrell exhibited various alter- 
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nates for critical materials that have 
helped to solve the problem up to date. 
He stressed the point, however, that 
unless this alternate manufacture 
could be continued or improved upon, 
the allied projects of simplification, 
standardization and manpower could 
not be completely controlled. Among 
the exhibits shown by Mr. Farrell were 
various steel skeleton-type chassis and 
specially designed cabinets that ac- 
counted for the saving of over two mil- 
lion pounds of aluminum, the material 
previously used. 

Another interesting alternate shown 
by Mr. Farrell was a wire-wound re- 
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sistor which supplanted a _ vitreous- 
enamelled resistor. This alternate unit 
used nichrome wire welded to phos- 
phor bronze wires which served as taps 
and supports and weighed almost one- 
half as much as the vitreous compo- 
nents. 

Among the other outstanding talks 
of the meeting was the banquet speech 
of James Lawrence Fly, Chairman of 
the Federal Communications Commis- 
sion and Board of War Communica- 
tions. He pointed out the necessity for 
post-war thinking now, suggesting the 
formation of committees to study the 
possibilities of television and frequency 
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So that you can self-demon- 
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Put your finger on any important stra- 
tegic point of today’s worldwar map 
and you'll find one or more American 
radio operators on the job, “pounding 
brass” tor Victory! 


Yes—on the land, on and under the 
sea, in the air—everywhere radio equip- 
ment must be operated with speed, 
precision, and courage — you'll find 
Melville-trained men at work! Their 
outstanding performance is the reason 
why so many leading airlines of the 
world look to Melville for new men 
and women —why the Army, Navy, 
Marines, Merchant Marine and Coast 
Guard welcome the cooperation they 
are getting from Melville. The manage- 
ment of this School is proud of every 
Melville graduate who is now “doing 
his stuff” in the service of the United 
Nations and in Commercial radio 
aboard ships and planes of the world. 
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Radio arithmetic and al- 
gebra to sol 7 25¢ 
1942 edition. 32 pages. 
SUPREME PUBLICATIONS 


MATHEMATICS 
problems Illustrated. 
328 S. Jefferson St., Chicago. Il. 


1! modulation. 


He pointed out that the 
distance limitation that is now imposed 
upon television must be broken down. 
Expansion in the upper regions of the 
frequency spectrum must be planned 
now, he said. It is virtually certain 
that it will be possible to take imme- 
diate possession of that portion of the 
frequency spectrum between the pres- 


ent upper top of approximately 150 
megacycles to at least 3,000 mega- 
cycles, he explained. International 


broadcasting must also be considered, 
said Mr. Fly, and in this respect his 
remarks paralleled those of Mr. Low, 
the Chinese authority about whom we 
spoke elsewhere. For Mr. Fly said 
that new methods and techniques may 
be found in the broadcasting of sound 
and pictures to people in foreign lands 
that will give visual and living em- 
phasis common to people everywhere. 

In conclusion, Mr. Fly pointed out 
that radio is destined to achieve its 


| greatest prominence after the war and 


 « 


A typical 6 megacycle beam antenna. 


we must, at all costs, not only think 
about it, but plan for this suitable ac- 
ceptance. 


FROM THE AIR FORCES INSTITUTE 
of Scott Field, Illinois, comes the first 
of a new periodical bulletin called “Air 
Scoop.” Although it only contains four 
pages, it is as meaty as many sixteen- 
page affairs that have come across 
this desk. Facts on communications 
equipment are presented in a very in- 
teresting manner supported by dia- 
grams and cartoons. In an editorial by 
Captain James Lattig who is a direc- 
tor of the institute, a lucid explana- 
tion of what instruction means today 
is presented. Here is a little paper 


| that will certainly make every student 


of the institute proud. 


GERMAN RADIO EQUIPMENT IN MILI- 
TARY USE TODAY does not include 
anything unusual in electrical design 
but is quite unique in its mechanical 
structure. So reports Lieutenant Gif- 
ford Hull of the Royal Corps of Sig- 
nals, in a report published in Electronic 
Engineering in London. Lieutenant 
Hull points out that one of the most 


striking features of this equipment is 
the extensive use of aluminum allg 
die castings. Sub-assemblies with the 
r.f., if. and a.f. circuits, are individya) 
units with male and female strips for 
interconnection. 

The trimming condensers are in most 
instances silvered ceramic even for the 
audio-frequencies. Mica compression 
condensers are not used at all. The 
tuning condensers also use aluminum 
alloy die castings. The rotor plates 
which are die cast and machined are 
mounted on a ceramic spindle. The 
same procedure applies to the stator 
plates. The coils have a very inter. 
esting method of construction, for they 
use a deposit of silver in a spiral 
groove to form a winding. The wind. 
ing is quite wide but microscopically 
thin. It appears as if the deposit was 
put on by electrolysis rather than by 
spraying. 

Iron dust cores have been used ex. 
tensively in their receivers, with very 
little effort to standardize design of 
coils that may be used for the same 
purpose but in different models. 

The transmitters use straight line 
frequency type variometers for tuning 
the oscillator and amplifier circuits, 
An interesting device found in the 
German field transmitter as well as in 
an Italian transmitter was a sealed 
crystal indicator. This device consisted 
of a tiny crystal bar that was held in 
the prongs of a pair of tweezers 
mounted in a glass envelope similar to 
that of a tube. In this envelope was 
a gas which glowed pink when the 
crystal was fed with a.c. voltage at its 
resident frequency. Since the German 
transmitter found was self-excited and 
the crystal was connected across a time 
circuit of the power amplifier, the 
crystal glowed when the tuning con- 
trol was set to the proper crystal fre- 
quency. When the set was off calibra- 
tion, the crystal glowed at a different 
dial reading, denoting that the trans- 
mitter required retrimming. In other 
words, the crystal was used as a check 
on the transmitter calibration and not 
to control frequency. 

On the whole, it seems as if the Ger- 


Copper tubing for oil and fuel lines. 


ree 
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gone to great pains to ac- 
complish what can be done in a variety 
of more simple and direct methods and 
with a corresponding increase in effi- 


mans have 


ciency. 


A WASTE MATERIAL NOW SERVES AS 
A BASIS for a new plastic. Known as 
“lignin” and coming from sulphite used 
in the manufacture of pulp, it is now 
serving as a substitute of phenol fibre 
for insulating purposes. This new plas- 
tic comes in paper sheets and when 
conditioned to a proper moisture con- 
tent and heated and subjected to high 
pressure, a tough fibre board, paral- 
Jeling pound-for-pound the strength of 
steel is obtained... In addition, this new 
plastic fibre has good electrical prop- 
erties, is less corrosive than phenol 
fibre and can be easily punched. 


LAST MONTH WE INDICATED THE 
GROWING importance of aircraft cargo 
traffic. According to the OWI, this 
traffic is increasing daily. Recently, 
32 tons of bristles, 70 tons of silk, 47 
tons of tin and 70 tons of tungsten 
were moved from China to India over 
a period of eight weeks. And later on, 
98 tons of tungsten were flown out in 
ten days. When the Western Hemis- 
phere wanted rubber seeds from Li- 
beria, 20 tons were sent over here on 
a cargo plane. These are but a few 
of the many uses to which this new 
form of transportation is being put. 
It is readily evident, therefore, that 


its importance will grow and that the | 
need for flight communications offices | 


required on these huge planes will in- 
crease accordingly. 


ALTHOUGH IT WAS HOPED THAT RaA- 
DIO SERVICE SHOPS in London would 
be classified as essential, the recent 
decision of the Ministry of Labor has 
vetoed that classification. However, 
individual cases will be considered for 
deferment. Dealers will have to sup- 
ply information as to the average 
number of repairs, both major and 
minor, carried out during each month 
in a year; the area served; conditions 
relative to the adequacy of the repair 
facilities in that district, and the num- 
ber of persons in the departments, 
skilled and semi-skilled. If the men 
employed in this work are essential 
and cannot be replaced by older men 
or women, deferment negotiations can 
be begun. 

There will be no withdrawal of 
women assistants who are over thirty- 
one. Those between twenty and thirty- 


one will not be withdrawn from service | 
unless a substitute has been supplied. | 


It must be remembered that in Eng- 
land women between the ages men- 
tioned and unmarried are subject to 
the National Service Act, and are in- 
cluded in this manpower report. 


THAT THE CREATIVE TALENT OF 
OUR INVENTORS IS STILL IN HIGH 
GEAR is quite evident from the many 
interesting patents which are being 
granted weekly. Many of our old 
friends are still developing new sys- 
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The will to produce the rotary electrical units our fight- 
ing forces need is a vital factor in the rapid growth of 
Eicor. It has led to many important developments by Eicor Engineers. 

Today—this will to produce is given new impetus by a further ex- 
pansion of the means of production. Our larger plant and increased 
facilities for precision manufacture provide the opportunity to pro- 
duce more... faster—more Dynamotors, D.C. Motors, Converters, 
Power Plants and other units for planes, tanks, ships, and field 
equipment. It will also enable us to provide better units for your 


peacetime needs after the battle is won. 


E1cor INC. 1501 W. Congress St., Chicago, U.S.A. 


DYNAMOTORS « D. C. MOTORS * POWER PLANTS « CONVERTERS 
Export: Ad Auriema, 89 Broad St., New York, U.S. A. Cable: Auvriema, New York 


F M FUNDAMENTALS 
AND PRACTICES 


in a well-organized, up - to-date 
treatment for radio and com- 
munication engineers 4 


Now August Hund, writer of 
widely-used radio engineer- 
ing books, has prepared this 
thorough, dependable text to 
aid you in handling the spe- 
cialized problems of designing 
and working with frequency 
modulation apparatus. 


What are the special theoreti- 
cal aspects of frequency modu- 
lation? How are they applied in 
existing apparatus’? What short 
cuts in calculation may be safely ‘\._ 
employed”? These and similar \ 


questions are answered in this \ 
\ y Pat 


book, in a way to give you a 
JUST OUT! } 


working knowledge of this im- 
portant branch of radio tech- 
nique. 
By August Hund, Consulting Engineer 
375 pages, 6x9, 113 illustrations, $4.00 
Here is an engineering treatment of frequency modula- 
tion, covering both basic principles and the design of 
commercial apparatus. The phenomena and features of 
frequency and phase modulation are described in a 
thorough approach that includes comparison with cus- 
tomary amplitude modulation, following which applica- 
tions in FM transmitters, receivers, auxiliary apparatus, 
and antennas are fully discussed. The use of tables and 
curves to simplify design is emphasized. 
* gives information to help in employing special design 
formulas in connection with band width character- 
istics of networks. 


* gives methods of testing, useful both in designing 
and maintaining FM receivers. 


10 DAYS’ FREE EXAMINATION 


McGraw-Hill BookCo, 
330 W. 42nd St., N. Y. C. 


Send me Hund’s Frequency Modulation for 10 days’ 
examination on approval. In 10 days I will send you 
$1.00 plus few cents postage or return book postpaid 
(We pay postage on cash orders.) 
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LEARN CODE 


the way you’ll be using it 


by SOUND 


The way to 
learn to read eode is 
by listening to code, 
The wav to 
learn to send eode is 
by hearing your own 
to you. With the new All 
Master Teleplex Code Teaching Machine, 


best 


yest 


sending repeated back 
Klectric 
you learn code the natural, easy, fascinating was 
Only instrument ever produced which records vour 


sending in visible dots and dashes—then SENDS 
BACK your own key work at any speed vou desire. 
There are NO PERFORATIONS—NO INK. Par 
superior to anything ever developed ... a marvel of 
simplicity. That's why practically every school teaching 


code uses MASTER TELEPLE\X. We furnish com- 
plete course, lend you All-Electrie Master Teleplex, 
give you personal instruction with a MONEY- 
BACK GUARANTEE—AIl at « surprisingly low 
cost per month. Write today for FREE catalog 
RN-1. No obligation. 


TELEPLEX €0., sensev'crry, Nis. 


NEXT MONTH 
eontest winners 
will be announced 


7O 


tems. For instance, Walter van B. 
Roberts of “Roberts-Regenerative-Cir- 
cuit” fame has developed a new type 
of oscillator for a cathode ray oscillo- 
scope. 

Unusual construction is still a de- 
sign feature of radio set inventors. 
For instance, Daniel J. Crowley has 
been granted a patent for a radio re- 
ceiving set with a bell-shaped casing. 
The radio is within the bell-shaped 
casing and contains the various com- 
ponents consisting of a variable con- 
denser, volume control and control 
discs, etc. These control discs are sup- 
ported one above the other and con- 
trol the rotation of the volume control 
and condenser. 

Shielded spark plugs for radio use 
have also come into the inventing 
realm. The latest patent on such a 
device has been granted to Tullio Tog- 
nola. 

To obtain a relatively uniform fre- 
quency response over a predetermined 
group of frequencies and attenuation 
over a restricted group of frequencies, 
David E. Sparks has invented a new 
antenna system for which he has been 
recently granted a patent. 

Aircraft communication devices have 
also been featured as newly granted 
patents. One such patent recently 
granted to Horace T. Budenbom cov- 
ers a navigational system for aircraft. 
It employs a short range high-fre- 
quency wave reflection altimeter, this 
altimeter transmitting f.m. waves and 
combining received reflected waves 
from the earth’s surface beneath the 
craft with instantly transmitted waves 
to obtain beat notes, the frequency of 
which indicates altitude. 

Television seems to be a pet topic of 
many patentees. During one week six 
patents were granted on various tele- 
vision systems. 

Paul V. Galvin has accepted a temporary 
ninety-day appointment as a technical 
advisor to Major General Coulton who 
is in charge of production for the Sig- 
nal Corps Philco’s Chairman of the 
Board Larry FE. Gubb has been elected 
President of Cornell University Alum- 
nae Association J. E.“Dinty™ Doyle 
former radio editor for the Hearst pa- 
pers has been appointed director of 
WABC _ publicity It’s Lieutenant 
Commander Carl Miles now. Lieutenant 
Commander Miles was formerly Chief 
Engineer of the Hallicrafters, Inc. and 
is now in charge of Aircraft radio and 
electrical inspection for the Navy 

Another Hallicrafter personality in the 
service in Marvin Roye, late of the Roye 
Sales Agency. He is now a lieutenant 
in the Signal Corps H. J. Mander- 
nath is the new Sales Manager of the 
Replacement Tube Section of General 
Electric 1t Bridgeport, Conn. . Two 
more radio companies have been added 
to the list of “E”’ winners this month. 
They are Clarostat of Brooklyn, N. Y. 


and Sylvania in Emporium, Pa. Philco 
in Chicago has won an “E” too. This 
is the fourth award to Philco Now 


in charge of all sales promotion activi- 
ties of the Transmitter and Electronic 
Tube Division of G. E. at Schenectady 


is John G. Porter . . . Charles Golenpaul, 
sales manager of Aerovox has been re. 
elected for the chairmanship of the 
Eastern Division of the Sales Map. 
ager’s Club for a third term . . . Emer. 
son Markham is now the manager of the 
G.E. f.m. station W85A at Schenee. 
tady. 


For the Reeord 
(Continued from page 4) 


much more than 100 hours. Yes 


he understood his basic circuits, but 
when a specific problem was presented 
on another circuit which was similar, 


he was completely lost as to what 
technique would be required for soly. 
ing the problem. In other words , , . 
he had learned only the “specific” cir. 
cuit in question. Others of like char. 
acteristic appeared to him as being 
made up of remote parts and tubes. 
He had learned that such-and-such a 
tube was a triode, but when presented 
with similar types, became confused 
and thought of each triode as a sep- 
arate innovation. 

We are not taking issue with those 
established institutions of learning, of 
which there are many, as they have 
found from long experience that to 
train radio men requires the following 
of a carefully worked out plan, and 
that many hours are required for the 
study of each particular phase. These 
schools.are to be commended. We look 
forward to the day when the “over- 
night” institutions will follow suit and 
will not disillusion prospective radio 
students by kidding them when they 
ask whether or not it is possible to 
learn radio in four, six or eight weeks 
time by stating in the affirmative. 

We look forward to the day when 
this will be accomplished. 


Contest Winners 

E intended to announce the win- 

ners in our recent National Com- 
petition for Radio Inventors in this 
Entries were received at the 
very last minute in such large quan- 
tities that we are literally swamped. 
It has been most gratifying to watch 
the arriving material and to note the 
complexity in design of some of the 
ideas presented. In fact, several of 
the entries have required six or eight 
hours of analyzing in order to deter- 
mine their merit. 

It is necessary that we spend con- 
siderably more time in the careful 
analysis of the entire group of entries 
in order to do every one of them jus- 
tice. So many are outstanding, that it 
becomes a major operation in making 
final selection of the winners. We 
expect to be able to give you the good 
news in the February issue. 

Thanks for your indulgence! 


issue. 


Tube Collectors Club? 
VER since we ran an appeal re- 
cently for antique tubes, we have 
received correspondence from several 
old timers who have spent many years 
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in collecting radio tubes as a serious 
hobby. It seems now that only a 
handful of radio men possess what 
might be termed as an “elaborate” col- 
jection of historical tubes. We had the 
pleasure of making the personal ac- 
quaintance of one of these collectors 
on a recent trip to the east, and later 
found another upon our return to Chi- 
cago. We think it would be a splendid 
idea to form a Swap Club in Rapio 
News to include a small group of seri- 
ous collectors in order that we might 
aid them in securing “hard to get” 
types from other members. _ 
“There are few historical exhibits 
_. yes, too few throughout 
these United States where the new 
radio student may see for himself the 
growth of radio as he knows it today 
and which would not be possible were 
if not for the Flemings, deForests, etc. 
We would like to hear from those 
who have in the past, and who are 
still, keenly interested in radio from 
a historical viewpoint, and if there is 
sufficient interest, we could lay plans 
to form a club for the purpose of 
members exchanging specimens and 
historic data among themselves. 

How about it, fellows ...do you 
like the idea? 

Our own collection now totals over 
300 types and you readers are still 


sending them in. Thanks, gang, for 
your help! 
Reecordists ... Note! 


E have been preparing an en- 

tirely new series on the art of 
recording. New developments are tak- 
ing place in spite of the war, and 
others will be made that indicate that 
a new series would be of value to our 
readers in the months to come. 

We have been busily engaged in the 
preparation of entirely new material, 
and the first in this new series is 
scheduled for early publication. 

The new series will be presented 
as a complete course on the subject 
and will include many new features. 

Watch for it! 


Contents 


UY DEXTER, long associated with 

RaDio News, has once more pulled 
something out of his hat. We refer 
to the story on “Emergency Radio 
Receivers” beginning on page 28 of 
this issue. You students and experi- 
menters who are finding it dif- 
ficult to get critical parts will indeed 
enjoy this highly informative article. 
It’s a scoop! 

Little practical information has been 
received of late concerning the activ- 
ities of the WERS. Read for the first 
time an authentic story written by 
Lewis Winner beginning on page 10 
of this issue. It will be most enlight- 
ening to you hams. 


ARE you studying electronics? It’s 
a “must” for our post war radio 


a 
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Here is as thrilling a story as any that American 
industry has recorded so far. A dramatic merger 
of men, mind and materials . . . an overnight 
| swing 
speed-up, and not a single minute lost ... a 
transition from normal working habits in a 
small Connecticut town to never-ending pro- 
duction which is reflected wherever the flag flies. 
Out of all this—with your help and ours—will 
come final victory. Equally important, will come 
new developments, new discoveries that will far 
| transcend anything in the past. 
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Clear . . . intelligible . . . in the heat and noise of battle . . . orders are coming through 
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bice MICROPHONES 


While we cannot discuss the actual developments embodied in many of our new 
models, we can say that they have been designed specifically to limit background noises 
and to allow speech to come through the bedlam of battle. 


ELECTRO-VOICE MFG. CO., Inc. 


1239 SOUTH BEND AVENUE SOUTH BEND, INDIANA 
Export Office: 100 VARICK STREET, NEW YORK, N. Y. 


Every few minutes, 24 hours a 
day, another DeJur Meter, an- 
other DeJur Potentiometer, an- 
other DeJur Rheostat is on its 
way to join up with America’s 
fighting forces on land and sea 
and in the air. 


from peacetime pursuits to wartime 


Write. wine or phone for New Catalog !-61, Dept.G 


DeJur Milliammeter 
Model 310 


DeJur Potentiometer 
Type 270 
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crophones is not covered fully in or 
4 ‘ Microphones dinary textbooks since there seems to 
with (Continued from page 39) have been little interest in this spect 


except as concerns the specialist. But 
i te M ee & 2 ec s 
\ ne a number of books contain adequate 


= IEIRA X for checking button current, poten- descriptions of fundamental nature 


tiometer P being adjusted for equal and appended are suggested refer. 
ee 


currents in each button circuit. The ences. 


output is usually around ‘4 or % volt There are other important ch 
aaimeare : between the grid-cathode of the tube. acteristics of a microphone’s desig, 
wz In Fig. 7D the ribbon mike circuit is and application, one of which is the 
STANDARD . shown. This circuit 


is usually em- microphone’s directional pick-up qual. 
Used by U.S. Army Signal Corps ployed in broadcast work but the rug- __ifications. Each particular type o 
gedness of the inductor mike, consist- microphone has its own directional 


J Exact Frequency Measurement 100 to ing of a moving conductor in a mag-_ characteristic. An extreme case jg 


60,000 K.C. netic field, makes it particularly use- the so-called sound cell, used exten. 

%& Checks Laboratory Signal Generator ful for portable applications. The out- sively for noise measuring instry. 
Accuracy. put of these mikes, inductor and rib- ments, which is equally sensitive to 

Ye Checks Factory Test Oscillator Ac- bon, is about the same, usually around sound waves from any horizontal di- 
curacy. 40 millivolts grid to cathode, if the rection. With the design and applica. 
Checks Receiver and Transmitter Cali- cable is short and the transformers’ tion of special housings, baffles, ete 
bration. Unexcelled for setting Electron- are good. In Fig. 7E, the condenser any type of microphone may be made 
coupled Oscillator Transmitter Fre- 


mike is shown. The out is usually i-di ional; is, s iti 
uaues to Gite Cineus, tenie e output is usually uni-directional; that is, sensitive at 


eliminating Spot Frequency Crystals. Fig. 6. Crystal microphone. 
Signal at Every 1000 K.C. provides Rapid C 
Location of 100 and 10 K.C. Beats. < 


25 to 60 cycle A.C. Supplied complete with Bliley 


* inet on Sein ee Weight 12 Ibs. | Vf 
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FRED E. GARNER CO. 


very low and a pre-amplifier very front only which would reduce to a 


Radio and Marine Equipment close to the mike is required. Output minimum such problems as feedback, 
43 E. Ohio St. Chicago, Ill. is about 20 millivolts for a high grade audience and background noise, re- 
mike. verberation, etc. Notably among this 


In practical work, servicing a mi- type of microphone is the Shure Uni- 


? crophone is best done by the manufac- plex crystal microphone and_ the 
turer or his specially trained field rep- Electro-Voice No. L-15 Velocity Mi- 


resentative, although there is no rea- crophone. Both of these are excep- 


WIN TH IS WAR | son why the average technician could — tionally well designed for directional 
¥ not do the repair work having made a__ pickup and are ideally suited for 
z : ; preliminary study of microphone con-_ studio application. 

You can help win this war by struction. Minor repairs are usually Applied Acoustics, Olson & Massa, 
contacting me if you are willing made by servicemen operating p.a. P. Blakiston Co., Philadelphia, Pa. 
to convert your equipment into outfits or by the maintenance depart- Electrical Engineers’ Handbook, Pen- 
cash. ment in a broadcasting system. Some der & Mcllwain, John Wiley, N. Y. C. 


stations have elaborate facilities while Amateur Handbook, ARRL, 38 La 


After the war, you can buy ceay : 
' ; the smaller stations don’t go in for Salle Road, Hartford, Conn. Service, 


new and better apparatus with 


. repair but make a temporary replace- 19 E. 47th St., New York, March, 
what I will pay you now. ment and send the mike to a service 1939; February, 1940. 
Write, telephone or tele- shop. The practical servicing of mi- —i- 
graph me description of com- Fie. 7 
g. 


munications receivers, trans- 


° ° ~ T 
mitters and parts, you will be se 
paid cash immediately without MIKE z o 
bother or red tape. 8 : om bi p28 
‘ 2 , 33 5 
I also have a store at 2335 Ss z 1 MEG = 2 
, - ” 
Westwood Blvd., West Los An- a 8 


geles, Calif. Yr 


COMPLETE STOCKS (A) (B) (Cc) 


wi still have large stocks of receivers, 2 Y2 meter 
equipment, meters, tubes, transformers, resistors, 


SHIELDED 


condensers, panels, chassis, ond radio parts of all TRANSMISSION ol 
sorts. | sell and rent code teaching equipment a oO 
Your orders and inquiries invited. — $ os 
4 Sz 
w 8 os 
x "7 23 
HENRY RADIO SHOP 2 7 
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BUTLER, MISSOURI | + 
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progress in Electronics 
(Continued from page 16) 


r. It also tells how its range can 


ete , ; : 
s extended; as described in this resu- 


me its upper limit is 100 volts. 

Patents on no less than five elec- 
tronic measuring instruments, not to 
mention a tube control circuit, were 


granted in a single week to Colin I. 
Bradford, of Stratford, Conn., and as- 
signed to the Remington Arms Co. 
While all are worthy of comment, 
only one can be considered here, due 
to the vast output of American in- 
genuity under the spur of wartime 
need. The one covered by Patent No. 
92301,194 is referred to as a “flight de- 
tecting device,” and may be used to 
measure the speed of such objects as 
bullets. 

Suppose a crystal microphone to be 
connected in the grid circuit of a 
vacuum tube, the output of which is 
amplified and fed to some such instru- 
ment as a recording galvanometer; 
this would register the instant at 
which the discharge of a firearm took 
place, or when the projectile passed 
the microphone. Then suppose the 
bullet or other projectile is directed 
through the axis of a coil which is 
coupled to the plate-cathode circuit 
of the first tube and the grid-cathode 
circuit of the amplifier. The passage 
of a metallic object through a coil in 
which current (a.c. or d.c.) is flowing 
will cause a change in such current; 
thus another impulse is registered. 
By having the microphone and coil at 
a measured distance apart, and by 
causing the strip upon which the two 
impulses are registered to move at a 
predetermined speed, the velocity of 
the projectile is easily measured. 

Not quite so directly connected with 
the war effort is a new facsimile sys- 
tem which has been assigned to RCA 
by John W. Cox, of Berkeley, Calif. 
This is but one of a number of picture 
transmission methods recently cov- 
ered by patents; another, particularly 
designed for FM has been assigned to 
Bell Telephone Laboratories. 

Mr. Cox’s invention—he has just 
patented three; this is No. 2,301,374— 
is particularly interesting in that it 
does not employ synchronizing units, 
long considered an essential part of 
all facsimile equipment. It employs a 
scanner, an oscillator the frequency 
of which is varied to some extent by 
a photoelectric cell included in its 
circuit, and a cathode ray tube, much 
like those used in television. An op- 
tical system projects the cathode ray 
onto the PE cell, while a high-pass 
filter connected to the oscillator is so 
arranged as to pass a band the ampli- 
tude of which varies with the fre- 
quency, while the output of the filter 
energizes the horizontal-deflecting ele- 
ments; the vertical deflecting coils 
or plates are controlled automatically 
when the frequency of the oscillator 
reaches a predetermined limit. Thus 
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The bomber must be built and the crew must be trained. 
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the unit becomes automatically self- 
synchronizing. 

Nor can another of Mr. Cox’s in- 
ventions be ignored, for it makes use 
of a variable-speed scan, automat- 
ically controlled by the density of the 


ulate the transmitted signal, byt to 
control the speed of the rotating cy). 
inder as well. Thus the movement of 
the cylinder is made intermittent, the 
periods at which it is at rest varyjn 
according to the density (or “dap. 
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No. 2,301,375. 


picture being transmitted. As de- 
scribed in patent No. 2,301,375, a tiny 
light beam is caused to scan a picture 
transparency arranged on a cylinder 
and rotating around an axis along 
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ness”) of the portion of the picture 
being scanned at any instant. One 
great advantage of this system is that 
it can reduce the contrast in an ex. 
cessively contrasty subject which, in 
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which the scanning cell travels. But 
the rate of such travel is not uniform, 
for as the diagram shows, the cell is 
fed into a tube, the output of which 
is amplified and used not only to mod- 
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would 


facsimile 
“wash out” the highlights or “block” 


ordinary 


systems, 


the shadows; another is that it can 
be made to add contrast in subjects 
which are too “flat’’ for good trans- 
mission under other methods. 
Farnsworth Television and Radio 
Corp. has likewise acquired a new 
patent in the visual radio field. This, 
the invention of Madison Cawein, 
deals with automatic control of the 
overall black level of a television jm- 
age. As disclosed in Patent 2,301,522, 
an intermediate IF amplifier builds up 
the video signal at an intermediate 
carrier frequency, while a_ separate 
tube amplifies the demodulated video 
signals. An output impedance is con- 
nected to the anode of the latter tube 
to develop a voltage drop in accord- 
ance with the demodulated signal, and 
a direct current path is provided from 
this impedance to the control element 
of the cathode ray viewing tube, while 
a condenser is used to by-pass the a.c. 
component. The result of these and 
other circuit details is to maintain a 
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relatively constant bias voltage be- 
tween the control element and the 
cathode of the second amplifier. It is 
interesting to compare this method 
with the familiar d.c. restorer circuit, 
used as automatic over-all brilliance 
control in television receivers which 
are now in use. 

As the previously mentioned circuit 
controls black level in television, so 
does the circuit covered by patent 
9 301,607 control noise level in radio 
receivers. Invented by W. P. Bollin- 
ger and N I. Korman, who have as- 
signed it to RCA, it is a relatively 
simple form of ‘bucking bridge.” 
There is a circuit which feeds in the 
signal, a demodulator to the output of 
which a limiter-rectifier is connected, 
and a voltage-doubler rectifier. A 
control potential is applied to the 
limiter-rectifier, comprising a voltage- 
doubler rectifier and demodulator 
connected in a back-to-back relation. 
Thus a noise surge is made to cancel 
itself out, to a large extent if not 
completely. 

RCA, by the way, has long been a 
leading proponent of noise limitation. 
Some ten vears ago, that company was 
featuring with Q.A.V.C. (quiet 
automatic volume control) which en- 
abled the user to choose a point of 
sensitivity below which the set would 
be unaffected by incoming impulses, 
whether signals or “static.” Although 
that old circuit did not cut the peaks 
of interference crashes, it did keep a 
great deal of “dirt” off the signals. 

Getting back to the visual for a mo- 
ment, the General Electric Co. has 
been assigned a German patent (U. S. 

2,301,826) which covers something 
really startling: a stereoscopic oscillo- 
gruph! By optical means, the user is 
enabled to view four cathode ray tube 
screens simultaneously and, appar- 
ently, superimposed. Consider one 
half of it at a time. Two such tubes 
are placed at right angles to each 
other, and a semi-silvered mirror is so 
placed in the observer's line of sight 
that one tube is viewed by reflection, 
while the other is seen through the 
semi-transparent mirror. One such 
set-up is provided for each eye, lenses 
like those used in stereoscopes being 
employed to bring the two pairs of 
images together. This invention vir- 
tually quadruples the utility of the 
oscillograph, for it enables the viewer 
to correlate the readings of four os- 
cilloscope tubes into a single inter- 
pretable image. It is, one might say, 
the most interesting patent of the 
month. 

This, by the way, 
to this reviewer, 
behind its 


sets 


is a month which, 
seemed considerably 
predecessor in regard to 
variety of inventions. True, some of 
those which were disclosed are of 
considerable importance, but the gen- 
eral scope was somewhat narrower 
than is usual. 

Of course, inventions of great mil- 
itary significance are not published: 
they are carefully guarded secrets, 
and rightly so. The best brains in the 
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radio world are turning out plenty of 
devices which will help speed the vic- 
tory of the United Nations. Some of 
these will doubtless remain secret 
long after the war is won, while others 
will be put to use for the benefit of 
the American people. 

The general trend of opinion is that 
television will be one of the utilities 
to become popular after this war, 
much as radio did after the First 
World War. Some believe that color 
television will be as common as, say, 
frequency modulation is now. These 
persons visualize black-and-white tel- 
evision receivers selling for as little 
as $25, and producing pictures far 
surpassing those now obtainable on 
sets costing well into the hundreds of 
dollars. While this reviewer would 
like to be equally optimistic, he can 
but quote a line from Cuponsacci: 
“Possible—but difficult to believe!” 


Exp. Power Supply 
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switches. These switches can be num- 
bered according to the order in which 
they follow, with small brass numbers 
which can be bought at any hardware 
store. 

Marking the “B" power scale can 
wait until checked and tested with a 
voltmeter. 

The small chassis for mounting the 
tube socket was constructed from a 
piece of number 16” gauge metal and 
was just large enough to seat the 
eight-prong octal socket. Drill two 
8-32 holes on the back angle of the 
chassis, and bolt it to the back panel 
of masonite. All screw heads that 
might protrude from the surface were 
countersunk with a large drill. 

Select a good eight-prong terminal 
strip, and mount it at the bottom of 
the front panel. These terminal mark- 
ings were painted with colored enamel 
paint to match the different colored 
resistance wires. Be sure and desig- 
nate the numbers of these terminals 
in round numbers with a sharp tool. 
Apply white enamel; then wipe off 
surplus from black surface. 

Next, mount all of the switches to 
the front panel, soldering them into 
the circuit as they are mounted. It 
was found that by wiring the back 
panel separate from the case, a better 
soldering job resulted. Then connect 
the missing links to the eight-prong 
terminal strip. 


Testing 
After the circuit is wired, be sure to 
look over the circuit two or three 


times before testing for operation or 
application. Do not screw the back 
panel into place before the red glow 
of the rectifier tube appears after 
plugging into the power line. The rec- 
tifier heats up to normal and we now 
check for “B” voltages. In doing so, 
rotate the variable Bradleyohm to the 
right and check for polarity and volt- 
age. First, place your voltmeter leads 
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across terminals Nos. 7 and 8, check- 
ing for polarity. The red terminal lead 
from your voltmeter, being positive, 
must correspond to terminal No. 7. 

By rotating the variable resistor Rl 
through its entire range, the output 
voltage at terminals Nos. 7 and 8 on 
the power supply may be varied from 
a minimum to a maximum value de- 
pending upon the necessary load cur- 
rent. At 120 ma., which is the maxi- 
mum current permissible for this tube, 
the voltage may be varied between 76 
and 0 volts; at 40 ma. drain the volt- 
age can be varied from i132 volts to a 
minimum of 32 volts. It is apparent 
from these figures that one cannot 
calibrate and plot a single voltage 
calibration chart to meet ail load con- 
ditions. 

Several calibration curves may be 
made by plotting the voltage output 
against the rheostat position for vari- 
ous load currents, such as 20-40-60 
ma., etc. However, in order to utilize 
these curves it would be necessary to 
know the current drain which the ex- 
ternal load would need. This is not 
always known, and therefore it would 
be advisable to connect either exter- 
nally or internally across terminals 
Nos. 7 and 8 a d.c. voltmeter, through 
which the actual output voltage may 
be read and varied by the variable re- 
sistor Rl. 

After the power supply has been 
tested, we now go to the heater supply, 
and if an a.c. voltmeter is not avail- 
able, the different voltages can be 
tested by application of several radio 
tubes in series, selecting tubes with 
voltages of 6.3, 12, and 25 volts, ete. 

Looking at the filament voltage 
chart, we find that the necessary drop 
voltages for a 12-volt vacuum tube is 
approximately one hundred volts from 
the 117-volt line. Computing from the 
chart, hook the heater terminals to 
4 and 6 with all of the switches in the 
“down” position. Be sure and check 
all switch positions twice before con- 
necting the vacuum tube, as all radio 
tubes have only one life. 

Proceed with the testing by hooking 
in series, two 12-volt vacuum tubes 
with a .3 ampere current rating. The 
chart states that the sum of 24 voits 
(the sum of the two tubes) subtracted 
from 117 volts equals a drop voltage 
of 93 volts across terminals Nos. 3 and 
6 with all switches in a down position. 
Try adding various vacuum tubes in 
series until the drop voltage scale is 
thoroughly tested. 

Note: In reference to the filament 
voltage chart, there are several switch 
positions omitted. Where these occur, 
the position of the switch is of no im- 
portance. 

When the unit has been tested and 
proven to be wired correctly the small 
universal supply awaits application. 

This little universal unit will fur- 
nish power supply to your present 
shortwave receiver, broadcast receiver, 
battery “B” supply, photo-cell hookups, 
etc. The little supply was first tested 
on a small shortwave battery receiver 
with a low “B” voltage supply of 45 


Tube and condenser mount on back cover, 


volts. The filament 


voltages were 
taken from an external “A” battery. 
Sound Effects 


(Continued from page 21) 


full length on a table. 
between the dancer and an actress 
reached the air through a pair of 
mikes, one suspended over the table, 
the other placed near the floor. 

One of the most realistic series of 
sounds ever aired went out from a 
theatre, long hall and washroom of 
the old Melrose broadcasting studio in 
Hollywood recently. The script called 
for action on the side of a mountain, 
within a deep cave and through a 
partly open stone door 25 feet in thick- 
ness. 

For the outdoor episodes, the pro- 
ducer removed all the seats from the 
theatre and covered the walls and 
ceiling with sound absorbing drapes. 
He placed the actors at the rear of 
the stage, with three microphones 20 
feet distant upstage. Jungle birds 
sang and breezes whistled from rec- 
ords as the cast walked out into the 
dead room, giving a true effect of an 
excited dialogue out in the open. 

In order to achieve echoing cave 
effects, Scherdeman placed two ribbon 
microphones 60 feet apart in a nearby 
corridor. Flagstone and rocks were 
scattered along the floor. Characters 
spoke their lines while treading on 
the rock six feet from one mike. Dis- 
tance and “acoustic lag” delayed their 
voices over the distant microphone. 
Coupled with sharp echoes from the 
hard surfaced walls, the split-second 


Conversation 


double talk produced the unusual 
effect. 
When it came to talking through a 
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crack in the heavy, mythical rock door 
plocking the imaginary cavern, two of 
the cast simply stood 12 feet apart 
and spoke to each other behind a thin 
poard backing placed six inches out 
from a wall. Their words were guided 
by the narrow channel to a mike 
placed midway between. 

Scherdeman is preparing now for an 
innovation which he already has tried 
experimentally—splitting a program 
and delivering it by halves over two 
stations simultaneously. This wl] re- 
quire two receivers in each home, 
placed at opposite ends of a room, or 
in adjoining rooms. The percussion 
and brass section of an orchestra will 
be heard through one, the strings 
through the other; or conversation will 
be divided, to sound more like small 
talk in the family circle. ‘““When you 
hear actors talking back and forth 
across the living room,” the producer 
predicts, “you will experience effects 
of far greater interest than those 
emerging from a single loud speaker.” 

Actors will not stand beside micro- 
phones on open stages. If the story 
calls for action on the porch and 
through the rooms and halls of a home, 
they will recline, sit, stand, walk, talk 
and cook within a_ skeleton house, 
complete from portable walls to a 
davenport and kitchen range. 

For a recent broadcast, just such a 
house was set up in a Hollywood stu- 
dio. Actors and actresses walked from 
a kitchen, surrounded by seven-foot 
plywood walls and containing furni- 
ture and appliances to be found in 
any kitchen, through a narrow hall, 
into the front room, and out through 
a snow-covered front porch. Seven 
mikes picked up the dialogue. To 
make the action and speeches seem 
more real, each character spoke from 
a “real life” position. One talked 
down toward the stove, while an over- 
head microphone caught her words on 
the bounce; another spoke up while 
reclining on a couch. Only the snow 
and porch were make believe. Bags 
of starch strewn over the floor of a 
tiny, enclosed room, crunched like the 
genuine article. 

—30- 


Aviation Radio 
(Continued from page 37) 


and transmit messages for the Captain 
or passengers. The radio operator will 
seldom use radiophone unless he is an- 
swering a distress call given by radio- 
phone; the large part of the commu- 
nications handled between aircraft 
and ground is by c.w. 

The frequencies used by the radio 
operator are dependent upon the fol- 
lowing: time of day or night; distance 
to be covered; frequencies assigned 
for contact with various stations; and 
general all around atmospheric con- 
ditions. In case he cannot contact on 
one of his regular schedules he will 
usually shift over to another frequency 
being guarded by the ground station 
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and call. If no answer is heard, he 
will try another frequency until he has 
made contact. In the event that he 
has covered all assigned frequencies 
he will go back to his first frequency 
and call at regular intervals. These 
intervals vary from three to ten 
minutes, depending upon the regula- 
tions promulgated by the agency he 
is working for. 

In view of the fact that the ground 
stations must know the aircraft’s po- 
sition at all times and if it is impos- 
sible to contact the aircraft, direction 
finding stations will usually listen for 
the aircraft transmissions and take 
bearings during the calling periods. 
On contact the radio operator will 
send position reports to the ground 
stations who will compare the df. 
bearings with those received. In this 
way the reliability of the base d.f. sta- 
tions can always be established. If no 
contact is made with an aircraft for 
long periods, it is assumed that the 
equipment is inoperative; the aircraft 
has been forced down, or the operator 
is ill. The latter of course does hap- 
pen, but not often. No reports from 
land stations or ships at sea concern- 
ing aircraft is indicative that some- 
thing has happened to the craft. Of 
course, in wartime, it is obvious that 
“radio silence is golden.” 

The navigator will usually check 
his position reports with those of the 
radio operator and ground d.f. stations. 
The exact position of the aircraft at 
any given time is then easily known. 

In domestic aircraft (airlines) 
where the co-pilot usually acts as ra- 
dio operator, voice communication be- 
tween ground and aircraft is utilized. 
Position reports, weather information, 
etc., is transmitted to and from the 
aircraft. Radio compass bearings, al- 
though not depended upon wholly for 
accurate navigation of the aircraft, 
afford the pilot with information 
which can readily be co-related with 
instrument bearings to give accurate 
check on position. 

Perchance the equipment in a multi- 
motored aircraft carrying a radio op- 
erator becomes inoperative due to 
mal-adjustment or mal-functioning of 
one or more small parts, the radio op- 
erator in a few cases is able to render 
efficient repair. But in aircraft such 
as those employed by the airlines (do- 
mestic) if the radio equipment ceases 
to function, very little can be done 
about repairs and it is then necessary 
to depend upon auxiliary equipment. 
Upon landing at the next station (or 
if the weather is bad), at an emergen- 
cy landing field, repairs are affected 
by trained personnel in a very short 
time. 

During a flight, the radio operator 
must continually check on his equip- 
ment, take readings from various me- 
ters and plot them on an equipment 
log which is separate from the oper- 
ating log. 

The equipment log (depending upon 
the type of equipment) will usually 
contain space for indicating power to 
the final power amplifier stage or 


ning 


easier, 


Get the message through 


With the Genuine Easy-Working Lightning Bug / 


VIBROPLEX° 


Reg. Trade Marks: Vibroplex, Lightning Bug, Bug 
Semi-Automatic 


as 


This easy-working Genuine ‘‘Light- 
Bus’ Vibroplex is an excep- 

tionally fine key that’s TOI’S in send- 

ing performance, at a low price that 

need not keep anyone from owning a 

truly fine radio key. Striking design 

Many advanced and exclusive features contributing te 

better, longer-lasting sending satisfaction. Never 

tires the arm, 
~ Standard black crackle base 

Polished chromium machine parts 

Precision construction 

DIE CUT contact and main spring 

Meth contacts 

Circuit closer, cord and wedge 

ideal for Radio or Morse use 


The “Lightning Bug’ is also available 
in DeLuxe finish with the sensational 
PATENT JEWE!I 
MOVEMENT for only 
$17.50. When there's 

identifies the a@ particular sending 

Genuine Vi- job to be done 


you'll 


FREE 


broplex. invariably find VI 
BROPLENX doing it. 

Enjoy sending its easiest and best, 

Irder a Vibroplex to-day Specify Catal 
model. Money order or registered og 
mail, Write for catalog of other Vi- 
broplex keys priced from 89.95 to 
$19.50. 


|THE VIBROPLEX CO., Inc. 


| 833 Broadway, 


/ 
| 
| 
| 
l 
| 
| 
| 
| 
| 
| livery 
| 
| 
| 
| 
| 
| 
| 
! 
| 
| 
\ 


NEW YORK, N. Y. 


"Keep ‘em Playing" 


L > Centralized 


j- 


i Service on 


os everything in 
= Radio and 


your ALLIED 
Catalog... 


Get Everything in 
Radio and Electron- 
ies from this one central arsenal of 
supply—over 15,000 items for the 
Armed Forces, for Radio Training, for 
Research Laboratories, for War In- 


dustries, and for Service Replacement. 
Our large complete stocks speed de- 
Our experienced staff can help 
Send for your Free Allied Buy- 
Guide. 
Send for the 
New ALLIED’S 
RADIO-FORMULA 
and DATA BOOK 


For Radio Students, Instructors, Technicians, 
Engineers. Contains valuable Formulas, Ta- 


bles, Data and Standards commonly used 

in Kadio OE BONNE 0.0. 6.505006465460 10c 
ALLIED RADIO CORP. 

833 W. Jackson Bivd., Dept. 1-A-3, Chicage 


you 
ing 


ALLIED RADIO 


77 


Learn AT HOME to 


7 AMAZING 3 VOLUME 
ELECTRICAL ENCYCLOPEDIA 


, FREE 7 DAY TRIAL 


Now it’s EASY, PRACTI- 

CAL to learn Electricity at 

home. New COYNE Refer- 

ence Set helps you prepare 

for good-pay job in war 

x 2 por tng: Ste No lessons 

or tests. Study as conven- 

Be 943 x1 tech Pages, ient. Use books on the job 
diagrams. Hundreds when you're trained. 


of 
subjects,Red,goldbinding Covers everything Elec- 
& 


trical: Armatures, A.C. 
‘ FREE WITH D.C, motors, electricity, re- 
ENCYCLOPEDIA frigeration, etc. Answers 
One year of rsonal ¢lectrical questions quickly. 
pa AE mee pF from [ncludesRadio,Television. 


our staffofinstructors. SEE THEM RISK FREE 

These books are used bY yoy don’t have to risk a 
hundreds of Electri- jenny. To get your set 

jans on the job. Hun- 

c J promatiy, just mail coupon. 

dreds of subjects clear- Examine books 7 days risk 
ly indexed and easy to free. Mail coupon now. 
locate. anes Sa OFFER. 


Earn MORE MONEY 


BH. C. LEWIS, Pres., COYNE ELECTRICAL SCHOOL 
e. 13-R4, Chicago, itl. 


§ +500 South aulina Street, Dept. 

Send me the big Coyne Electrical Reference and Instruction 
| Encyclopedia. Within 7 days —_ receiving the books, I'!! 
§ either return them or send you $3, a month until adver- 
1 tised price of $12.00 is paid. We pay y the shipping charges. 
; NAME. 
; ADDRESS 
§ city STATE 
# 
§ OCCUPATION ee AGE — 


: Send cash price, $10.80, with or- 
SAVE 10%. der if preferred—you save $1.20. 
® Game 7-day free trial and return privilege. 
=——— ema ee Eee =~ Qn we ee me 


A A I U ENCINEERING\ 


DEGREE IN 24 YEARS 7 | 


@ Complete Radie Engineering Course in 27 
months. Bachelor of Science Degree. Radio 
(television, talking pictures and the vast 
Goctronte, field) offers unusual opportunities, 
ar needs call for the engineer. Demand 
exceeds the supply. Courses also in Civil, 
Electrical, Mechanical, Chemical, Aeronau- 
tical Engineering; Business Administration, 
Accounting, Secretarial Science. Tuition, 
living costs low. World famous for techni- 
cal 2/4 year courses. Special preparatory 
department for those who lack required high 
school work. Enter January, March, June, 
September. 59th year. Write for catalog. 


1613 COLLEGE AVE. ANGOLA, IND. 


GOOD JOBS in RADIO 


for young men age 17 to 20 
As older men leave for the Army, RADIO calls for recent 
high school graduates. Prepare now for jobs in Radio 
Engineering; Broadcasting; Marine, Aviation, Police 
Radio; Servicing; Radio Manufacturing. Our streamlined 
courses give excellent preparation for Army and Navy 
Service. dhe low. Write for free catalog. 


THE DODGE TELEGRAPH & RADIO INSTITUTE 
409 Monroe St., henincontemien Indiana 


ARE YOU A"HANDY-MAN’? 


PATENT YOUR IDEA. Write immediately for two free 
books, “Patent Protection" and “When and How to 
Sell an Invention". Fully explain many interesting points 
to inventors and illustrate important mechanical prin- 
ciples. With books we also send *‘Evidence of Invention” 
form. Prompt service; reasonable fees; forty-five years’ 
experience. —_ risk of delay. Address: Victor J. 
Evans & Co., Regieteres Patent | aan 748-A 


Merlin Building, ashington, D. 
fo Pre-Induction 
RADIO COURSES 


for Gtviitans and those entering Military Service | 


New classes now starting 
@ Radio Operating @ Code 
@ Radio Servicing 


NEW YORK Y.M.C.A. SCHOOLS 
7 West 63rd Street, New York City 


78 
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stages in the transmitter or trans- 
mitters; total final plate current and 
voltage; filament voltages; antenna 
current, ete. If readings during a 
flight are not what they should be, 
radio maintenance personnel will, 
upon the plane’s arrival at a scheduled 
station, examine the log, obtain a gen- 
eralized idea of the trouble encoun- 
tered, and perform the necessary re- 
pair work. An equipment log includes 
dates and times for all transmissions. 

In some types of equipment found 
in aircraft only two meters will be 
found, viz., final plate current indi- 
cator and antenna current meter (r.f. 
meter). If these are watched care- 
fully during a flight a “running check” 
can be made on the equipment at all 
times. Low plate current could indi- 
cate low supply voltages, improper 
tuning, bad tubes, etc. No antenna 
current could indicate improper tun- 
ing, shorted antenna (to plane struc- 
ture), defective antenna switching re- 
lay, etc. 

An aircrafts operating log must al- 
ways be conveniently located as it 
contains all essential data required 
by the FCC in addition to the informa- 
tion useful to the operator. All re- 
marks are usually abbreviated and 
written in such a manner that enables 
any radio operator to understand 
them. When abbreviations are used 
in preparing FCC data, these must be 
explained somewhere on the log in 
order to obviate the possibility of 
misunderstanding. In some of the 
larger aircraft two radio operators 
will operate the station in shifts or 
“tricks.” The Junior operator who 
assists the Senior operator is often 
an apprentice or student and is often 
given the responsible duty of keeping 


the operating log “up to date.” Most 
logs will contain two sections. One 


section will contain all the informa- 
tion required by the FCC and the other 
section will contain the information 
| required by the operator’s employer. 
This facilitates making entries and at 
the same time allows the relief oper- 
ator to get a factual view of operating 
conditions, etc., upon coming on shift. 
In order to expedite the transmis- 
sion and reception of traffic, “Q” sig- 
nals and abbreviated signals are em- 
ployed by the experienced operator. 
No attempt is made to memorize all 
of those used, however, but the most 
commonly used are remembered after 
some repetition. A “Q” signal chart 
will usually be mounted on the oper- 
ator’s bench for quick reference. 
Depending upon the form prescribed 
service, messages 
transmitted from an aircraft while in 
flight will contain in addition to the 
text: the time the message was orig- 
inated (filing time in Greenwich Mean 
Time, 24-hour system); date; address 
of station or person to whom the mes- 
sage is going; signature of originator; 
name of the aircraft and/or call let- 
ters; and in some cases the craft’s 
position. All traffic from aircraft to 
ground and vice-versa is handled as 
quickly as possible; brevity being the 


keynote to efficient operation. 

The distress signals used by aircraft 
are: SOS for radiotelegraph and for 
radiotelephone, MAYDAY. The latter 
being a derivation from the French 
word m’aidez, meaning “help me.” 
Distress messages concerning position, 
plight of the craft, etc., will follow the 
distress signals as soon as practicable. 

The signal P-A-N, the urgent signal. 
is used when an aircraft station de. 
sires to make known that the craft 
is damaged and is forced to land: jt 
being in need of no immediate assist. 
ance. It may be sent by either radio. 
telegraphy or radiotelephony. The 
urgent signal has immediate priority 
over all types of communication ex. 
cept distress signals, and must not be 
confused with the radiotelephone 
safety signal which is SECURITY. 
The safety signal is repeated three 
times after an initial call. 

A form for transmitting the distress 
signal is as follows: SOS, SOS, SOs, 


Skilled workers keep assembly lines moving. 


de (from) “KZXCX KZXCX KZXCZ,” 


K (go ahead). For 
distress, MAYDAY is spoken slowly 
and plainly three times followed by 
the call letters of the station. De- 
pending upon the situation, a position 
report may be given immediately after 
the distress call. Immediately after 
the call letters have been transmitted, 
“go ahead” and/or “answer” are trans- 
mitted verbally, if a position report is 
given, immediately after this report. 

The reason for the hasty position 
report is that the aircraft station may 
become inoperative due to an impend- 
ing crash or because of battery opera- 
tion is only limited to short transmis- 
sions. In case a position report is 
heard in conjunction with the distress 
signals, other craft may proceed di- 
rectly to the craft in distress with 
minimum delay. 

Aircraft flying over maritime lanes 
are always equipped to receive and 
transmit on 600 meters (500 kcs.). 

It has often been said that the well 
trained aircraft radio operator is 
somewhat of an amateur meteorolo- 
gist. Aircraft flying over long dis- 
tances such as those covered by 
Pan American Airlines cannot take 
chances with inclement weather. 
Weather forecasts, winds aloft, condi- 
tions at stations enroute, etc., must be 
known by the pilot and navigator if 
a flight is to reach its destination In 


radio telephone 
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a minimum amount of time. The radio 
operator must be capable of receiving 
weather information accurately, and 
this can only be accomplished if he is 
familiar with weather sequence trans- 
mission, and the forms used. 

In order to simplify and expedite 
weather traffic, prepared forms con- 
taining “sequence blocks” are often 
used. These forms are approximately 
4” x 4” and are lined so that it is a 
very simple task to fill in the data 
as it is received. Abbreviations (short 
forms) are used which makes weather 
traffic easy to copy and transmit. 

A weather report for a station would 
look similar to this: GV LWR BKN 2 
CLG 5 VIS 10M SE9 T70 D61 ALT 
(BAR) 2990. Deciphered: Green Val- 
ley, lower broken clouds at 2000 feet; 
ceiling 5000 feet (estimated); visibil- 
ity 10 miles; wind direction and veloc- 
ity, southeast 9 miles per hour; tem- 
perature 70 degrees; dewpoint 61 de- 
grees; altimeter setting (barometer) 
2990. 

It is readily apparent that by using 
abbreviations that much time is saved. 

In order to take advantage of winds 
at various altitudes the pilot must 
know their direction and velocity. If 
it is possible to “hook” a “tail-wind” 
at 9000 feet, the efficient pilot flying 
at 5000 will climb to that altitude 
after advising ground stations that 
he is making the change. With the 
tail-wind in the proper direction, an 
aircraft will of course travel faster. 
Various weather stations throughout 


the United States observe “winds 
aloft.” That is, by utilizing a gas 


filled balloon which ascends upon re- 
lease it is possible to calculate wind 
direction and velocity (if a theodolite 
and wind gauge are used), at various 
altitudes. Winds aloft are radioed to 
pilots upon request and if a radio 
operator is employed he receives the 
transmitted reports and gives them to 
the pilot and navigator for their in- 
formation. 

According to the United States 
Weather Bureau winds are rated ac- 
cording to velocity in miles per hour 
(mph). A light wind varies between 
1 and 9 mph; a fresh wind between 
10 and 19; a brisk wind between 20 
and 29; high winds vary between 30 
and 39; a gale between 40 and 59; and 
a hurricane, 60 mph up. 

When a ground station transmits 
winds aloft information, transmissions 
are brief and concise. For example: 
the radio operator will send, “W/A 
Greerson 2000,40; 4000,225; 9000, 
240,” ete. Deciphered the report 
would read: “Winds aloft at Greer- 
son . at 2000, 4000, and 9000 feet; 
40, 225, and 240 degrees respectively.” 
In some instances the abbreviation 
for feet “ft” will be sent after each 
altitude; viz., 4000 ft. 40, etc. 


General Information 
Logs: Logs must be retained for a 
period of one year. If they contain 


information concerning a_ disaster 
which is being investigated by the 
FCC (who has notified the licensee) 
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they must be retained until the li- 
censee has been told to destroy them. 
Logs must be accessible for inspection 
by an authorized FCC representative 
at any reasonable hour. Erasures, ob- 
literations, etc., are forbidden. Errors 
must be struck out, initialed by the 
operator and the date correction was 
made, indicated. 

Licenses: Only citizens of the United 
States may be issued radio operator 
permits. Only a licensed operator 
possessing the proper class license can 
make adjustments to a radio trans- 
mitter. However, a licensed operator 
responsible for the maintenance of a 
transmitter may permit other persons 
to adjust a transmitter in his presence 
for the purpose of carrying out tests 
or making adjustments requiring spe- 
cialized knowledge or skill, but he will 
not be relieved of the responsibility 
for the proper operation ofthe equip- 
ment. All licenses will be posted in a 
conspicuous place within the radio 
station for inspection by an author- 


ized representative of the FCC at any 
time. In aircraft radio stations, air- 
craft radio operators need not post 


their licenses if they possess verifica- 
tion cards which testify to the exist- 
ence of the original license. Informa- 
tion concerning radio operator's li- 
cense examinations may be obtained 
by writing to the Federal Communi- 


cations Commission, Washington, D. 
C., direct. 
General Operation: The master 


(Captain) of an aircraft has supreme 
control and can forbid the transmis- 
sion of any message from his ship. 
Obscene, indecent, or profane lan- 
guage transmissions are _ forbidden. 
Priority is given certain types of radio 
communications in the mobile service, 
this priority is: 1. Distress calls, dis- 
tress messages and distress traffic; 2. 
Communications preceded by an ur- 
gent signal; 3. Communications pre- 
ceded by a safety signal; 4. Communi- 
cations relative to radio direction- 
finding bearings; 5. Government radio- 
grams for which priority right has not 
been waived; 6. All other communica- 
tions. An operator hearing a distress 
signal, urgent or safety signal should 
cease transmission if he realizes that 
his transmitter on a_ frequency 
which would interfere with the trans- 
mission; should listen in and copy the 
transmission; and if it is apparent no 
one has answered the calling station 
(if an answer is required) should con- 
tact the station and render aid. 

xround radio station operation is 
like that of the aircraft radio station 
but differs in that more equipment 
with higher power capabilities is em- 
ployed in addition to teletype equip- 
ment, interphone (inter-com) units, 
telephone, and visual communication 
aids such as the light gun, signal 
lights, ete. In some stations, radio 
direction finding equipment em- 
ployed to determine the position of 
aircraft at any given time. 

Ground radio stations employed by 
the airlines employ experienced oper- 
ators who are adept in the operation 
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‘of teletype machines, and all commu- 


nications equipment used in the 
ground station. 

Each airline uses, more or less, 
standardized radio operating pro- 
cedure. That is, operating signals, 
coded reports, etc., are the same 


throughout a network. 

The ground radio operator when he 
reports for duty at an airlines station 
must be able to use the typewriter 
proficiently, know standard operating 
procedure, etc., and be willing to learn 
the routine employed by that particu- 
lar airline. Other than _ possessing 
the proper class radio operator’s li- 
cense, it is essential that he know 
something about weather observation 
(standard weather reporting forms); 
flight operations; know his locality 
(area covered by his station); and 
realize that every pilot whom he 
serves is dependent upon him to fur- 
|nish needed information quickly and 
|accurately. It could be said that the 
| ground station operator has more re- 
sponsibility than the aircraft radio 
operator in that he is responsible for 
not only one aircraft but many. It is 
direly essential that he “stay on his 
toes” during his shift because the 
safety of aircraft in the air depends 
in a very large measure on radio 
communication. 

The mistakes often made by both 
ground and aircraft radio operators 
are: failing to listen in before trans- 
mitting; adjusting their transmitters 
during a period of scheduled contacts, 
thus interfering with other stations 
attempting to move traffic; making 
transmissions too long, in that way 


denying others the use of the air; 
mumbling into the microphone _in- 


stead of speaking clearly and enun- 
ciating each word carefully; sending 
needless procedure signals; using the 
air for “interstation rag chewing”; 
transmitting too fast for the other 
operator, necessitating many “re- 
peats”; failing to use the correct 
amount of power for the distance in- 
volved; and making too many calls 
during a contact. These errors are 
inexcusable. The trained radio oper- 
ator is one who avoids them, and al- 
ways employs methods which are con- 
ducive to efficient operation. 

(To be continued) 


ORD? de Gy 
(Continued from page 36) 


George Honold, long time op at this 
station up ’n’ quit because of it. Will 
check into this and let you know . 

so adios for the nonce. 


ROTHER FRED HOWE of the 
|B cru-Radio Officers’ Union wins 
our cheers with his membership cards 
“Military Membership” and “Torpedo 
Club Membership,” two cards that will 
do much towards winning the future 
loyalty of members when this war is 
won. The former notes that the “mem- 
ber is serving with the Military forces 


of the United States by virtue of which 
he is an HONOR MEMBER and jpn 
good standing in the Radio Officery 
Union without payment of dues for 


the duration of the war.” The “Top. 
pedo Club Membership” card states 
that the “member has been torpedoeq 
and by virtue of this is an honor mem. 
ber of the Radio Officers’ Union jn 
good standing and paid through. . , ” 
Although some ops may disagree with 
our enthusiasm we feel that every 
consideration should be given to those 
men who are doing their utmost to 
bring this war to a speedy end. Three 
cheers again, say we. 


LTHOUGH we read with pleasure 

of the saving of the lives of crew 
members of tankers and freighters we 
do not know of the many men who 
are floating around the expanse of 
watery wastes in the Atlantic and 
Pacific Oceans. This thought was 
brought to mind by an anonymous 
communication which we _ received 
about a year ago from Puerto Bar- 
rios, Guatemala, and we _ wonder 
whether the suggestion herein con- 
tained has been acted upon. Quote 
Marauding 20th century pirates al- 
ready have sent a number of Amer- 
ican merchantmen to the bottom of 
the sea; and now that our ships are 
to be armed and navigated through 
danger zones and into belligerent 
ports, others will inevitably suffer a 
similar fate. 

Some persons may be surprised to 
learn that torpedoed seamen set adrift 
in lifeboats are not all granted an 
equal chance of ever reaching terra 
firma again. Here is the _ reason. 
When a Passenger Ship is sunk, the 
survivors take to the lifeboats, one or 
more of which is equipped with a 
battery-powered combination radio 
trans-ceiver to augment the possibil- 
ity of being rescued; however, when a 
Freight Vessel is sunk, the surviving 
crew members take to their boats 
without the benefit of such communi- 
cation aid. Why? Because the mari- 
time laws of our country fail to re- 
quire cargo ships to have any of their 
lifeboats provided with radiotelegraph 
apparatus. And, of course, marine 
safety appliances that are not com- 
pulsory are rarely if ever installed. 

Not only during the present war 
but in the course of past conflicts and 
even during the intermittent doldrums 
of peace, we have read with horror 
of incredible suffering and death 
among strong men of the sea who un- 
fortunately were stranded for tortur- 
ous weeks in open boats. On count- 
less occasions the lives of distressed 
seafarers could have been salvaged or 
suffering minimized had their forlorn 
little lifeboat been equipped with the 
wireless wherewithal of contacting the 
shore or hailing some nearby steamer 
which in all probability passed them 
by like a distant phantom after hav- 
ing failed to hear their feeble cries 
or to see their frantically flailing arms. 

True to American tradition, our 
merchant seamen are ready and anx- 
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racy. The least we can do for them 
in return is to enhance their safety 
as much as it is humanly and scien- 
tifically possible by providing them 
with some means of lifeboat commu- 
nication. A simple and relatively in- | 
expensive portable radio transceiver 
wculd do the trick. It is folly for us 
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CONTINUOUS SERVICE 
RATING DATA 


® Aerovox mica transmitting capacitors are 
kacked by exceptonally complete data 
on maximum current-carrying ratings at 
five different frequencies, in addition to 
capacity and test-voltage ratings. Such 
data is the accumulation of years of re- 
search and experience and exhaustive 
tests. Thus the unit best suited for given 
current at given voltage and frequency 
is selected quickly and precisely. 


Good capacitors plus good application 
data accounts for the tremendous popu- 
larity which Aerovox transmitting capaci- 
tors enjoy today. 


Consult Our Jobber... 


@ He is our local contact with you on your 
radio and electronic problems. Discuss your 
capacitor needs with him. He’‘ll work out a 
satisfactory solution. Or write us direct. 
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ON THE U. 8S. ARMY 
SIGNAL CORPS ISSUE 


Letters have been received from 
hundreds of our Military and Civilian 
readers and from dozens of our ad- 
We wish it were possible to 
include all of the letters we have re- 


vertisers. 


ceived, but space does not permit. 
Here are a few more: 

“=. . This issue is particularly well 
| done and reflects great credit on both the 


and Rapio NeEws. Issues of 
do much to further inter-service 


| Signal Corps 
this nature 


appreciation of the scope of work accom- 
plished by the various units. The photo- 
graphs were excellent throughout and give 
an excellent pictorial record of the wide- 


spread functions of the Signal Corps.” 


FRASER 
Comadr., l 


A. 


Lieut. I.S.N. 


“ ... It is an interesting thing to con- 


template, but not long ago most publishers 
of trade and technical journals were won- 
dering about how they could continue pub- 
lishing. Almost every manufacturer figured 


| “What's the 
only gave 
to worry. 

| come out 

| is nothing 


and that 
plenty of reason 
face of all this, you 
wonderful issue which 
historic, and I say that 
takes guts on the publisher’s part, as well 
| as the very manifest skill that you and the 
| staff used in putting the book together. 
“Warmest congratulations !" 


sense of advertising,” 
the publishers 
Then, in the 
with this 
short of 


W. J. HALLIGAN 

The Hallicrafters Co. 
| “ ... Not only do we think the issue is 
a splendid one, but many of the U. S. Army 


Signal Corps officers who have seen the book 

found it most enlightening and thorough, 

and have already referred to it for the valu- 
| able material it contains.” 


C. GOLENPAUL 
Aerovox Corporation 


“This is an outstanding 
and just the sort of thing we 
to expect from Ziff-Davis. 


publishing job 
have learned 


N. W. SIEBER 
Advertising Manager 
Continental-Diamond Fibre Co. 


You are certainly to be congratu- 


lated for the splendid job which you have 
done in this issue. It is an amazingly com- 
plete job on the subject of the Signal Corps 
and I certainly intend to keep this issue 


among my permanent collection.’ 


H. LEVY 
Chief Engineer 


Ohmite Manufacturing Company 


Our sincere thanks to the hundreds 
of persons who have 
their 
issue. 


so kindly given 
reactions to the November, 1942 


Ed. 


Only a few copies left! 
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